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NOTICE 
The undermentioned Gazettes of India Extraordin ury were published upto the 9th 
November , 1960 : 


Issue 
No. 


No. and date 


Issued by 


Suble t 


135 . 


G .S . R . 1311, dated 5th Ministry of Steel, Mincs 
November, 1960 . 

and Fuel. 


The Oil and Natural Gas 

Commission Rules, 1960 


136 . 


G .S . R . 1312 , dated 71h 

November , 1960 . 


Rajya Sabha Secretariat 


Amendments in he Firs : 

Schedule to the Raiya 
Sabha Secretariat (Re 
cruitment and Conditions 
of Service ) Rules, 1957 


G .S .R . 1313, dated 7th 
November , 1960 . 


Do. 


Amendments in the First 

Schedule to the Rajye 
Sabha Secretariat (Re 
cruitment and Conditions 
of Service ) Rules, 1957 . 


137 . 


G . S . R . 1344 , dated oth Ministry of Food and 
November , 1960 . 

Agriculture . 


The Sugar (Movemen Con 
trol) Amendment Order, 
1960 . 


Copies of the Gazettes Extraordinary mentioned above will be supplied on 
Indent to the Manager of Publications, Civil Lines , Delhi. Indents should be 
submitted so as to reach the Manager within ten days of the date of issue of 
these Gazettes . 


PART II — Section 3 Sub -section (1) 
General Statutory Rules (including orders, bye -laws etc . of a general 

character ) issued by the Ministries of the Government of India (other 
than the Ministry of Defence ) and by Central Authorities ( other than 
the Administrations of Union Territories) . 


MINISTRY OF HOME AFFAIRS 

New Delhi, the 10th November 1960 
G . S . R . 1345 . - In exercise of the powers conferred by section 2 of the 
Union Territories ( Laws) Act, 1950 ( 30 of 1950 ) , the Central Government hereby 
extends to the Union Territory of Tripura the Bengal Agricultural Income Tax 


( 1683 ) 


1684 


THE GAZETTE OF INDIA : NOVEMBER 19, 1960 /KARTIKA 28 , 1882 


[PART II 


- 


(Amendment ) Act, 1957 (West Bengal Act XXVIII of 1957 ) , subject to the 
following modifications, namely : 

Modifications 
1. In sub -section ( 2 ) of section 1, 
(1) for the words " State Government" , the words " Chief Commissioner of 

Tripura " shall be substituted ; 
( ii) for the words " Omcial Gazette " the words " Tripura Gazette " shall be 

substituted. 


2 . In section 2 , for the words and figures " the Bengal Agricultural Income 
Tax Act, 1944 ” , the words and figures " the Bengal Agricultural Income Tax Act, 
1944 as extended to Tripura " shall be substituled . 


ANNEXURE 


(West Bengal Act XXVIII of 1957) 
THE BENGAL AGRICULTURAL INCOME - TAX ( AMENDMENT ) ACT, 1957 AS 

EXTENDED TO THE UNION TERRITORY 

OF TRIPURA 
An Act to amend the Bengal Agricultural Income-tax Act, 1944 , 

Whereas it is expedient to amend the Bengal Agricultural Income- Tax Act, 
1944 ( Bengal Act IV of 1944 ) for the purposes and in the manner hereinafter 
appearing; 

It is hereby enacted in the Eighth Ycar of the Republic of India, by the 
Legislature of West Bengal, as follows: 


1. Short title and commencement. - ( 1 ) This Act may be called the Bengal 
Agricultural Income- tax (Amendment) Act , 1957. 

( 2 ) It shall come into force on such date as the Chief Commissioner of Tri 
pura may , by notification in the Tripura Gazette , appoint. 


2 . Amendment of section 10 . - For clause ( a ) of section 10 of the Bengal 
Agricultural Income- tax Act, 1944 as extendedto Tripura (hereinafter referred 
to as the said Act ) the following clause shall be substituted , namely : --- 
“ ( a ) any agricultural income which he receives as his share of agricul 

tural income of a firm or association of persons, which has paid the 
tax in respect of the said agricultural income;" . 


3 . Substitution of new section for section 17. — For section 17 of the said Act, 
the following section shall be substituted , namely : 

" 17 . A firm or other association of persons which has paid agricultural 
Tax deemed income- tax under this act in respect of its agricultural income as 
to he paid on such firm or association shall be deemed for the purposes of section 
others tehalf 48 to have paid agricultural income tax on behalf of the partners of 
by firms and such firm or the members of such association , as the case may be , 
A890clations. on such part of the agricultural income of every individual partner 

or member as represents the portion of the agricultural income of 
such firm or association which is received by such partner or mem 


ber. " 


4. Omission of section 23. - Section 23 of the said Act shall be omitted . 
5 . Omission of section 40 . - Section 40 of the said Act shall be omitted . 

6 . Amendment of section 45 .- In sub - section ( 4 ) of section 45 of the said Act , 
the following proviso shall be added and be deemed always to have been added , 
namely : 
" Provided that in computing the said period of three years the time during 

which the recovery of arrears of agricultural income - tax has been 
stayed , either wholly or in part, by an injunction or any other order 
of a competent court shall be excluded ." 
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7 . Amendment of section 48 , - For sub - sections ( 1 ) , ( 2 ) and ( 3 ) of section 
48 of the said Act , the following sub - sections shall be substituted , namely : - 

48 . ( 1 ) Notwithstanding anything contained in section 47, a partner of a 
« Refunds of Arm or a member of an association of persons on whose behalf 
tax deemed agricultural income-tax is , by section 17 , deemed to have been paid 
to have been by such firm or association , shall be entitled to a refund of agricul 
puid by firms tural income- tax on account of any difference between the rate of 
and 1980 _ ja - agricultural income- tax applicable under this Act to the total agri 
tlong on be- cultural income of such firm or association and the average rate 
half of others which would be applicable to the total world income of such partner 

or member if such total world incom were agricultural income 

chargeable to agricultural income- tax under this Act. 
( 2 ) Any partner of a firm or member of an association of persons who is 

deemed to be entitled under the provisions of sub - section ( 1 ) to a 
refund of agricultural income- tax in respect of the previous year 
may apply to the Agricultural Income- tax Officer in the prescribed 
manner for such refund , and if the Agricultural Income - tax Officer 
after such inquiry as he thinks necessary is satisfied that a refund 
under the provisions of sub - section ( 1 ) iş due he shall compute the 
amount of such refund according to the provisions of sub -section 
( 3 ) and such amount shall be paid to the partner or member , as the 

case may be. 
( 3 ) The amount of any refund of agricultural income- tax due under the 

provisions of sub - section ( 1 ) shall be the product of the amount of 
agricultural income on which tax is deemed to have been paid by 8 
firm or association of persons and has been received by a partner 
or member , as the case may be, and the difference between the rate 
of agricultural income - tax applicable to the total agricultural 
income of the said firm or association chargeable to agricultural 
income- tax under this Act, and the average rate of such tax appli 
cable to an amount equivalent to the total world income of such 
partner or member in the previous year . 


8 . Amendment of the Schedule . - - In the Schedule to the said Act, 
(1) in paragraph A , 
( a ) in sub - paragraph ( 1 ) , for the existing entries under the heading " Rate " 

against items ( b ) , ( c ) , ( d ) , ( e ) and ( f ), the following entries chall 

respectively be substituted , namely : 
" " Five naye paise in the rupee" , 
" Eight naye paise in the rupee " . 
** Twelve naye paise in the rupee " . 
" Nineteen naye paise in the rupee" . 

" Twenty - five naye paise in the rupee" . ; 
(b ) in sub - paragraph ( 2 ) , for the existing entry under the heading “ Rate " 

against item ( a ) , the words " two naye paise in the rupee" shall be 
substituted ; 


(2 ) in paragraph B , for the existing entry under the heading " Rate" the 
words " forty naye paise in the rupee " shall be substituted . 

[No. F . 6 / 3 /59 - Judl. II]. UTL . 26 . 

K . R . PRABHU, Dy . Secy. 


MINISTRY OF FINANCE 
(Dopartment of Economic Affairs ), 

New Delhi, the 9th November 1960 
G . S . R . 1346. - In exercise of the powers conferred by section 11 of the High 
Denomination Bank Notes ( Demonetisation ) Ordinance, 1946 ( 3 of 1946 ) , the 
Central Government hereby makes the following further amendment to the High 
Denomination Bank Notes ( Demonetisation ) Rules , published with the notification 
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of the Government of India in the late Finance Department, No. D .535 - F . III/ 46 , 
dated the 26th January , 1946 , namely : 
After rule 10 of the said Rules, the following rule shall be added , namely : 
" 11. Disposal of records relating to the demonetised High Denomination Bank 

Notes received by the Government of India and Reserve Bank of 
India . - All declaration forms, statements of holdings , documents 
and any other records, in so far as they relate to high denomination 
bank notes , claims for exchange value in respect of which have been 
allowed or refused or which have been received and retained by the 
Central Government or the Reserve Bank , as the case may be, in 
pursuance of rule 10 , may be disposed of in such manner as the 
Central Government decms fit." 

[No. F . 1( 9) - C & C / 59. ) 
R . K . SESHADRI, Dy . Secy . 


(Department of Economic Affairs ) 

New Delhi, the 11th November 1960 
G . S . R . 1347. - In exercise of the powers conferred by clause ( 2 ) of Article 77 
of the Constitution , the President is pleased to make the following rule , namely : 

The Third Agreement between the Government of the Federal Republic of 
Germany and the Government of India concerning financial aid to India and all 
documents required to be executed in exercise of the executive power of the Union 
of India in connection with that Agreement shall be executed and authenticated 
on behalf of the President by the Ambassador of India in the Federal Republic 
of Germany 
Dated at New Delhi, this eleventh day of November, 1960 . 

. [NO. F . 2 ( 16 ) - FC / 60 .] 
By Order and in the name of the President, 

R . V . SUBRAHMANIAN , Dy. Secy , 


( Department of Expenditure ) 

New Delhi, the 4th November 1960 
G . S . R . 1348. — In exercise of the powers conferred by the proviso to article 309 
of the Constitution , the President hereby makes the following rules further to 
amend the Fundamental Rules, namely : - - 

1 . These rules may be called the Fundamental ( Amendment ) Rules , 1980 . 
2. Rule 98 of the Fundamental Rules shall be omitted . 

[No. F . 7 ( 121) -Est. IV / A / 60 . ) 
DEVI DIYAL BHATIA , Dy. Secy. 


RESERVE BANK OF INDIA 
(Exchange Control Department ) 

(Central Ofice ) 

Bombay , the 1st November , 1960 
G . S . R . 1349. - - In pursuance of the notification of the Government of India in 
the Ministry of Finance No. 12 ( 12 ) - F . 1 / 49, dated 10th September , 1949, the 
Reserve Bank hereby directs that the following further amendments shall be 
made in its notification No . F . E . R . A . 177 / 59 - R . B ., dated 18th November , 1959 , 
Damely : 
In the said notification , 
( a ) Ingub - clause ( a ) of clause ( ll ) , after the words " other than the 

Portuguese territories adjacent to India " the words " and Burma" 
shall be inserted . 
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(b ) In clause ( ii), immediately after the sub - clause ( aa ), the following 

sub - clause shall be inserted , namely : 
" ( aaa ) from Burma, currency notes of the Government of India and 

Reserve Bank of India notes (other than special Bank Notes and 
special one Rupee Notes issued under Section 28A of the Reserve 
Bank of India Act, 1934 ) upto an amount not exceeding Rs. 100 

in all per person at any one time. 
Provided that such notes are of " Ashoka Pillar" design . 
( c ) After the existing Proviso at the end of the notification , the following 

Proviso shall be inserted , namely : - 1 
" Provided further that the permission contained in this notification shall 

not extend to the bringing into India from any place outside Indla , 
currency notes of the Government of India or Reserve Bank of 
India notes , in either case of the denominations of Rs. 100 or higher." 

[No. F .E .R .A . 182 /60 - R .B .] 


G . S .R . 1350. - - In pursuance of Şub - section ( 2 ) of Section 8 of the Foreign 
Exchange Regulation Act, 1947 (VII of 1947 ) , the Reserve Bank directs that the 
following further amendment shall be made in its Notification No. F . E . R . A . 
105 / 51 - R .B ., dated the 27th February , 1951, namely : 

In the said Notification after the existing proviso the following shall be 
Inserted , namely : 
" Provided further that the permission contained in this notification shall not 

extend to the taking or sending out of India , currency notes of the 
Government of India or Reserve Bank of India notes, in either case , 
of the denominations of Rs. 100 or higher ." 

[No. F .E .R .A . 183/ 60 -R .B . ] 
H . V . R . IENGAR , Governor . 


CENTRAL BOARD OF REVENUE 
New Delhi, the 19th November 1960 

CUSTOMS 
G . S . R , 1351.- In exercise of the powers conferred by section 100A of the Sea 
Customs Act , 1878 ( 8 of 1878 ) , as in force in India and as applied to the State of 
Pondicherry , the Central Board of Revenue, hereby makes the following amend 
ment in the Manufacture in Customs Bond (General) Rules , 1960 , namely : 

Amendment 
1. These Rules may be called the Manufacture in Customs Bond (General) 
Amendment Rules, 1960 . 

2 . In the Schedule of the Manufacture in Customs Bond (General) Rules , 1960 , 
after item No. 12 and the entry relating thereto , the following entry shall be 
Anserted , namely : 
" 13. Art Silk Ties" , 

[ No . 123 /F . No. 34 / 222 /60 -Cus.IV . ) 

M . C . DAS, Secy . 


New Delhi, the 19th November 1960 

CUSTOMS 
G . S . R . 1382. - In exercise of the powers conferred by section 75 of the Sea 
Customs Act , 1878 ( 18 of 1878 ) , as in force in India and as applied to the State 
of Pondicherry , the Central Board of Revenue hereby makes the following rules 
for passing free of import duty baggage landed at Customs Sea -ports by passengers 
from foreign ports, other than those in the Portuguese possessions in India , or 
in Ceylon or Pakistan , namely : 
1. ( 1 ) These rules may be called the Passengers (Non -Tourist) Baggage Rules, 

1960 . 
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( 2 ) They shall come into force on the 1st January , 1981. 
(3 ) They shall not apply to those passengers to whom the Tourist Baggage 

Rules, 1958 , apply . 


2 . The bona fide baggage of a passenger may be exempted from Customs duty 
upto the extent specified in these rules where such baggage accompanies the 
passenger , does not form part of the cargo, is not included in the manifest and , 
unless the proper officer of Customs in any case otherwise directs , is declared in 
the proper form . 


3 . In the case of a husband and wife travelling together , separate allowances 
upto the extent specified in these rules may be admitted . 


4 . The used personal wearing apparel of a passenger , and other articles in the 
immediate personal use of the passenger , may be allowed free of duty , provided 
that they are his property , were in his possession abroad , and are imported by 
him for his own personal use and not for sale , exchange or gift . 

Explanation . — " Articles in the immediate personal use of the passenger " means 
articles which are worn on the person , such as spectacles , hearing aids, and 
dentures , but shall not include wrist watches and jewellery . 


5 . In addition to the articles specified in Rule 4 , a passenger may also be 
allowed to import free of duty , at the discretion of the proper Customs Omcer, 
articles not exceeding Rs. 500 / - in value, provided that the articles are not imported 
for sale or exchange and are such as could rcasonably be treated as baggage or 
are of a kind normally used for making gifts or as souvenirs. In the case of a 
paşsenger who is coming or returning to India after a stay of not less than 3 months 
abroad , the value of the articles which can be passed under this rule may be 
increased by Rs. 100 / - for each complete month in excess of 3 months, subject 
to a maximum of Rs. 1000 / - in all, A passenger shall not be permitted under this 
rule to import without payment of duty a large number of units of the same 
article , even though their total value may be within the free allowance , or to 
import any individual article of a value exceeding Rs. 75 / 

The full free allowance under this rule is not admissible to children or to 
passengers under 18 years of age . The proper Customs Officer mar , however , 
in his discretion , allow to such a child or passenger articles not exceeding one 
fourth of that admissible to an adult passenger coming after the same period 
abroad. 


6 . Jewellery in the actual use of a passenger may be allowed free of duty , 
subject to the following conditions : 
( a ) the jewellery is the property of the passenger , was in his possession 

and use abroad , is imported by him for his own personal use and not 
for sale , exchange or gift , and will be re - exported with the passenger 

if he is a temporary visitor to India ; 
(b ) the passenger is coming to India after being abroad for at least one 

year ; and 
( c ) the value of the jewellery does not exceed Rs . 2 ,000 / 
Provided that the proper Customs Officer may , where he is so satisfied by 
reason of the Status oť a passenger , allow bona Ade jewellery in use exceeding 
Rs. 2 , 000 / - in value to a passenger who is a temporary visitor to India , on taking 
such steps as he considers necessary to ensure that the jewellery will be re 
exported with the passenger . 

Provided further that the proper Customs Officer may allow frec of duty any 
bona fide personal jewellery in use , on being satisfcd that it was taken out of 
India hy a passenger not more than 3 years previously , and that the jewellery 
was and continues to be the property of the said passenger . 

NOTE 1 . For the purposes of this rule , the term jewellery shall inclurie 110 more 
than one watch , which should be in actual use . 

NOTF 2 . The value limits specified in this and the preceding Rule hile retrience 
to the real value of the goods under the Sea Customs Art, 1878 . 

7 . ( 1 ) Notwithstanding anything contained in rule ? , how fide Wag- ut of a 
passenger landed at any customs port within two inonths before or it his 
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arrival in India may be passed , at the discretion of the Customs Colleator , subject 
to the conditions and limits laid down in rules 4 to 6 . 

(2 ) The period of two months referred to in sub - rule ( 1) may be extended by 
the Customs Collector upto a period of 4 months and by the Central Board of 
Revenue beyond a period of 4 months if the Customs Collector or the Board, as 
the case may be, is satisfied that the failure to import the baggage w thin the 
time limit was due to circumstances beyond the passenger s control and that the 
goods were the property of, and in the possession of, the passenger abroad before 
he left for India . 


8. (1) Notwithstanding anything to the contrary in these rules, bona fide 
baggage shall include 
( a ) the personal effects of a passenger or a seaman who dies on the way 

to India , and 
(b ) articles imported by a passenger and proved to the satisfaction of the 

Customs Collector to have belonged to his or her deceased spouse or 

other deceased member of the family : 
Provided that the effects or articles are such as would have been passed free 
If the deceased person had been a passenger and they had accompanied that person ; 

Provided further that the importation takes place within two months of the 
death of the owner . 

( 2 ) The period of two months referred to in sub - rule ( 1) may be extended by 
the Customs Collector upto a period of four months and by the Central Board of 
Revenue beyond a period of four months, if the Customs Collector or the Board , 
as the case may be, is satisfied that the failure to import the baggage within the 
time limit was due to circumstances beyond the control of the importer . 


9 . The Baggage Rules published with the Notification of the Central Board of 
Revenue No. 29A -Customs, dated the 3rd December , 1957, are hereby repealed . 

[ No . 122 (5 / 1 / 60 -Cus. VI).] 

D . N . LAL , Under Secy . 


MINISTRY OF STEEL , MINES AND FUEL 

(Department of Mines and Fuel) 

New Delhi, the 11th November 1960 
G . S . R . 1353 . - In exercise of the powers conferred by section 18 of the Mines 
and Minerals ( Regulation and Development) Act, 1957 (67 of 1957 ) , the Central 
Government hereby makes the following amendment to the Minerals Conserva 
tion and Development Rules, 1958 , namely : 

1. These rules may be called the Minerals Conservation and Development 
( Amendment) Rules , 1960. 

2 . In the Minerals Conservation and Development Rules, 1958 , rule 22 shall 
be ornitted , 

[NO. MII- 185 (2 ) / 59 .) . 
H . S . SAHNI, Under Secy . 


MINISTRY OF WORKS , HOUSING AND SUPPLY 

New Delhi, the 7th November 1960 
G . S . R . 1354. — The following draft of further anicndments in the Carbide of 
Calcium Rules , 1937 , which the Central Government proposes to make in exercise 
of the powers conferred by section 4 and sub - section ( 1 ) of section 29 of the 
Petroleum Act, 1934 ( 30 of 1934 ) , as applied to Carbide of Calcium by the notifica 
tion of the Government of India in the late Departinent of Industries and Labour, 
No. M . 826 ( 1 ) . dalcd the 15th October , 1936 , is herehy published , us required by 
sub - section ( 2 ) of section 29 of the said Act , for the information of all persons 
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ilkely to be affected thereby and notice is hereby given that the said draft will be 
taken into consideration on or after the 30th November, 1960 . 

Any objection or suggestion , which may be received from any person in respect 
of the said draft before the date so specified will be considered by the Central 
Government. 

Draft Amendment 
1 . These rules may be called the Carbide of Calcium (Amendment) Rules , 1960 , 

2 . In the Carbide of Calcium Rules , 1937, in rule 3, for clause ( e ) , the following 
clause shall be substituted , namely 

" ( e ) " District Authority " means : 
( i) in a Presidency - town and the suburbs thereof ( if any ) , which are 

for the time being situated within the local limits of the jurisdiction 

of the Commissioner of Police, the Commissioner of Police. 
NOTE . — In the Presidency - towns of Calcutta , Bombay and Madras, the 

Commissioner of Police Includes the " Deputy Commissioner of 

Police" ; 
(11) in the cities of Hyderabad and Secunderabad , the Commissioner of 

Police , Hyderabad ; 
( Ili) in the City of Ahmedabad , the Commissioner of Police, Ahmedabad 

City ; and 
( iv ) elsewhere, the District Magistrate" . 

(No. S & P - II- 3 ( 1) /60. ) 


G .S . R . 1355 . - The following draft of further amendments in the Explosives 
Rules , 1940 , which the Central Government proposes to make in exercise of the 
powers conferred by sections 5 and 7 of the Indian Explosives Act , 1884 ( 4 of 1884 ) , 
Is hereby published , as required by section 18 of the said Act , for the information 
of all persons likely to be affected thereby and notice is hereby given that the said 
draft will be taken into consideration on or after the 30th November , 1960. 

Any objection or suggestion , which may be received from any person in respect 
of the said draft before the date so specified will be considered by the Central 
Government. 


Draft Amendment 
1. These rules may be called Explosives (Amendment) Rules, 1980 , 

2 . In the Explosives Rules, 1940 , in rule 3, for the definition of " District Author 
ity " , the following definition shall be substituted , namely : 

" District Authority " means — 
( 1 ) in a Presidency - town and the suburbs thereof ( if any ) , which are for 

the time being situated within the local limits of the jurisdiction of 

the Commissioner of Police , the Commissioner of Police . 
NOTE . — In the Presidency - towns of Calcutta , Bombay and Madras, the 

Commissioner of Police includes the " Deputy Commissioner of 

Police" ; 
( ii) in the cities of Hyderabad and Secunderabad, the Commissioner of 

Police, Hyderabad ; 
( ili) in the City of Ahmedabad, the Commissioner of Police, Ahmedabad 

City ; and 
(lv ) elsewhere, the District Magistrate. 

[No. S & P - 11 - 3 ( 1) / 60 .] 


and 


G . S . R . 1350. - The following draft of further amendments in the Cinematograph 
Film Rules , 1948 , which the Central Government proposes to make in exercise of 
the powers conferred by section 4 and sub -section ( 1 ) of section 29 of the Petroleum 
Act, 1934 ( 30 of 1934 ) , is hereby published , as required by sub - section ( 2 ) of section 
29 of the said Act, for the information of all persons likely to be affected thereby 
and notice is hereby given that the said draft will be taken into consideration on 
or after the 30th November , 1960 . 

Any objection or suggestion , which may be recelved from any person in respect 
of the said draft before the date so specified will be considered by the Central 
Government. 
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Draft Amendment 
1. These rules may be called the Cinematograph Film (Amendment ) Rules, 
1980. 

2 . In the Cinematograph Film Rules, 1948, in rule 3 , for clause ( d ) the following 
clause shall be substituted, namely : 

" ( d ) " District Authority " means: 
( i ) in a Presidency - town and the suburbs thereof ( if any ) , which are for 

the time being situated within the local limits of the jurisdiction of 

the Commissioner of Police , the Commissioner of Police. 
NOTE. - In the Presidency - towns of Calcutta, Bombay and Madras , the 

Commissioner of Police Includes the " Deputy Commissioner of 

Police " ; 
( ii) in the cities of Hyderabad and Secunderabad , the Commissioner of 

Police, Hyderabad ; 
( iii ) in the City of Ahmedabad , the Commissioner of Police Ahmedabad 

City ; and 
(iv ) elsewhere, the District Magistrate". 

[ No . S & P - I1-3 ( 1) / 60. ] 
M . N . KALE , Under Secy . 


MINISTRY OF EDUCATION 

New Delhi, the 31st October 1960 
G . S . R . 1357. - In exercise of the powers conferred by the proviso to article 309 
of the Constitution , the President hereby makes the following Rules regulating the 
method of recruitment of persons to the General Central Service Class I and II 
(Gazetted and Non -Gazetted ) posts in the National Institute of Basic Education 
in the Ministry of Education , namely :- - 

1. Short title. — These Rules may be called the National Institute of Basic 
Education (Recruitment to Class I and II posts ) Rules, 1960 . 

2. Application . These Rules shall apply to the posts specified in column 1 of 
the Schedule to these Rules . 

3 . Number , Classification and Scale of Pay - The number of posts , their claşsi 
fication and the scales of pay attached thereto shall be as specifled in columns 2 
to 4 of the said Schedule . 

4 , Method of recruitment, age limit and other qualifications. The method of 
recruitment, the age limit, qualifications for recruitment and other matters 
connected therewith shall be as specified in columns 5 to 13, of the Schedule 
aforesaid ; 

Provided that the maximum age limit prescribed for direct recruitment may be 
relaxed in the case of candidates belonging to the Scheduled Castes and Scheduled 
Tribes, displaced persons and other special categories in accordance with the ordere 
Issued from time to time by the Government of India in the Ministry of Home 
Affairs , 


5 . Disqualifcation . No male candidate who has more than one wife living and 
no female candidate who has married a person having already a wife living 
shall be eligible for appointment unless the Central Government, after having 
been satisfied that there are special grounds for doing 80 exempts any such 
candidate from the operation of this rule . 
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SCHE 
the National 


Rcruitment Rules for the posts of Class I & II in 


Name of Post 


No. of 
Posts 


Classification 


Scale of 

pay 


Age limit 
for direct 
recruits 


Whether 
selection 
post or 
non -selec 
tion post 
( for Promo 
tion posts 
only ) 


1 . Director 


. 


. Ono 


General Central 

Service , Class I, 
Gazetted , 


Rs . 700 - 40 
900 


Selection 


Not above 
40 yoard 


2 . Educationist 


One 


Not Appli- Not above 
cable 

35 years. 


General Central Rs. 400 - 25 — 

Service , Class I , 500 - 304 
Gazetted . 

590 – EB 
30 - 680 . 
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DULE 


institute of Basic Education in the Ministry of Education 


In case of rectt. 
by promotion / 
transfer, grades 
from which pro 
motion to bo 

made 1 


If all Circunsten 
DPC ces in which 
exists 11 U . P . S . C . is 
what is to bo con 
its com - sulted 
position in making 

rectt . 


Educational and other Whc- Period Method of 
qualifications IC ther of pro - rectt. whe - 
quired 

age & bation , ther by di- 
educa If any 

rect rcctt. 
donal 

or by pro 
quali 

motion 
fications 

or transfer 
preg 

and percen 
cribed 

tage of the 
for the 

vacancics to 
direct 

be filled 
recruits 

by various 
will 

methods 
apply 
in the 
case of 
promo 
tecs 


10 


II 


12 


13 


Essential: 


No 


Two 
years. 


out 


and Psycholog 


As1quired 
under the 
Rules . 


(1 ) At least Sccond 
Class Master s Deg 
ree or equivalentHo 
nours Degree of & 
recognised Universi 
ty with degree 
or diploma in 
education . 


By promo - (1) Educationist, Cless I 
tion failing 

D . P . C . 
which by ( ) Psychologist, 
direct rc 
cruitment. ( 111 ) Statistician , 

( v ) Special offi 
cer in Crafts 
after at least 
three years ser 
vice in ono of 
the above posts . 


(11) About 5 ycars 
experience (includ 
ing teaching) in the 
field of Basic Edu 
cation , 


(iit) Experience of 
conducting and guid 
ing research in the 
field of education , 
Essential : 
(0) At Icast Sccond Not ap - Two 5100 % by 
Class Master s or plicable . years . Direct re - * 
cquivalent Honours 

cruitment, 
Degree in Arts or 
Science . 
(11) Al least 2nd class 
Master s degree ifl 
Education . 


Not applicable Not ap - 

plicable. 


Do. 


( 111) Throc Years ex 

perience in teaching 
or educational rc 
search work . 


Desirable 


Experiencc in 
Education , 


Basic 


- 


- 


- 


- 
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I 


3 . Psychologist 


, One 


General Central Sør - Rs. 400 -25 Not appli- 

vices , Class II, - 500 - - 30 cablo. 
Gazetted , 

- 590 - EB 
- 30 _ 680 . 


Not above 
35 years 


14 . Statistician 


. 


One 


Do. 


General Central 
Service , Class II, 
Gazetted . 


Not Appli - Not abov 
cable . 35 years . 


5 . Special Officer in 

Crafts , 


One 


Do. 


Do . 


Do. 


Not abova 
40 years .. 
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8 


9 


10 


II 


12 


13 


Essential: 


Not applicable . 


Not Ap - As requir 
plicable . ed under 

the Rules. 


( 1) At least Second Not ap - Two 100 % by 
Claas Master s Of plicable. years . Direct re 
equivalent Honourg 

cruitment. 
degree in Psycholo . 
gy with Master s 
Degree in Education 
of a recognised 
Uolversity . 

OR 
At least II Class 
Master s Degree 
in Education with 
specialisation in 
Advanced Poycho 
logy 
( ii ) Three years ex 
perience in teaching 
or Educational Re 
search work , 


Desirablo : 


Experience in 
Education . 


Basic 


DOL 


Essential; 
(1) Second Class Not Ap - Two 100 % by Not Applicable. Not Ap 
Master s Degree plicable . Years Direct re 

plicable . 
in Statistics or 

cruitment. 
Mathematics (with 
Statistics ) of 
recognised Uni 
versity , or equiva 
lent qualifications . 
( 11 ) About three 
years experience 
in teaching and / or 
educational re 
search . 


(Qualifications re 

laxable at Commis 
gion s discretion in 
case of candidates 
otherwise well quali 
fied ). 


Desirable : 

Experience in Ba 
sic Education , 


(it) Degrce /Diploma 
in Education , 


Essential: 


Do , 


Do, 


Do. 


Do. 


(1 ) Degree in Arts Not ap - Do . 
or Science of a re - plicable . 
cognised University . 
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11 


66 . Artist 


: 


. One 


General Central 
Service , Class II, 
Gazettod . 


Rs. 400 - 25 Not Appll - Not above 

500 – 30 cable . 35 years, 
- 590 - EB 
- 30 — 680. 


7 . Research Assistants . Six 


Do. 


Do . (NOO - 
Gazetted ), 


Rs. 325 . IS 
- 475 - EB 

20 - - 575. 


Not above 
30 years . 
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8 


9 


10 


11 


12 


13 


( 11 ) Degree or Dip 
loma in Education 

or teaching 
(iii ) Training in (Cra 

fts in & recognised 
Institution 


(iv ) About 5 years 
experience in teach 
ang crafts and in 
organising , admin 
jstering or supervi 
Bing Craft Work 
shop 
Essential. -- 


(1) Degree or Dip - Not ap - 
loma in Art of a plicable. 
recognised Insutu 
tion 


Two 100 % by 
Yonas Direct re 

cruitment. 


Not Appll 
cable . 


Not Ap - As required 
plicablo . under the 

Rules. 


( it) Experience of 
Preparing audio 
visual material and 
teaching aids, pre 
ferably in a Teach 
ers Training Insti 
tation , 


Essential — 


Do, 


Do. 


Do. 


Do. 


Do.) 


Do. 


(1) Master s or equi - 
valent Honours 
Degree in Arts Or 
Science of a recog 
nised University 


( 11 ) Degree or Dip 
loma in teaching 
or education 


(111) Two years CX 
perience in Basic 
Education , 


- 


- 


- 


[No. F . 18 - 11 / 80 - B 2. ] 
RAJA ROY SINGH , 

Jt . Edcl. Advisor. 
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MINISTRY OF FOOD & AGRICULTURE 

(Department of Agriculture ) 

New Delhi, the 9th November 1960 
G . S . R . 1958 . - In exercise of the powers conferred by the proviso to article 309 
of the Constitution , the President hereby makes the following amendments to the 
Deep Sea and Offshore Fishing Stations ( Recruitment to Class III and Class IV 
posts ) Rules , 1959, published with notification of the Government of India in the 
Ministry of Food & Agriculture (Department of Agriculture ) No. F . 3 - 32 / 58 -FY ( D ) 
dated the 19th March , 1959, namely : 

1. These rules may be called the Deep Sea and Offshore Fishing Station : 
(Recruitment to Class III and Class IV posts ) Amendment Rules, 1960 . 


2 . To rule 3 of the Deep Sea and Offshore Fishing Stations (Recruitment 
to Class III and Class IV posts ) Rules, 1959 (hereinafter referred to as the said 
rules ), the following proviso shall be added, namely : 
" Provided that maximum age limit prescribed for direct recruitment may 

be relaxed in the case of persons belonging to Scheduled Castes 
Tribes, displaced persons and other special categories in accordance 
with the orders issued by the Government of India , from time to 

time.” 
3. After rule 3 of the said rules the following rule shall be inserted , namely : 

" 4. Disqualification : 
No male candidate who has more than one wife living and no female candi 

date who has married a person having alreachy a wife living , shall 
be eligible for appointment: Provided that the Central Government 
may , after being satisfied that there are special grounds for doing so , 

exempt any candidate from the operation of this rule ." 
4 . In the Schedule to the said rules: 
( 1) for the existing entries in cols , 5 , 6 and 7, against items 1 to 4 the words 

" Not applicable " shall be substituted ; 
( ll ) for the existing entry in Col. 5 against item 5, the words and figures 

" Below 25 years " shall be substituted ; 
( ill ) for the existing entries in Col, 8, against Item 1 to 31 , the words " TH , 

years" shall be substituted ; 
( iv ) for the existing entries in cols. 1, 2 and 3 against items 9 and 10 the 

following entries shall be substituted , namely : 


3 


Rs. 


" 9 . Mechanical Supervisor (Senior ) 
IO . Mechanical Supervisor ( Junior) . 


o . 
Do . 


250 — 10 — 300 — 15 - -450 – 25 /2 — 500 
200 — 10300 " 


(v ) after item 

namely > 


11, the following items and entries thereto shall be inserted 


1 


2 


3 


4 


5 


6 


7 


8 


9 


10 


Do. 60 — 5 /2 — 75 Not 


IIA 
Carp 

enter 


appli 


cable 


Not exc - 
ceding 30 
yrs. (relax - 
able in 

guitable 
cases upto 
45 years .) 


Full Not 
knowledge appli- 
of carpen - cable 
t ry , fishing 

boat repa 
irg cons 
truction 
etc . 


2 100 % Not 
yrs . by appl 

direct cable 
recruit 
ment 
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3 


4 


5 


6 


7 


8 


9 


IIB 
Not 
Mender 


Not 
appli 
cable 


C1. 40 - 2 - -60 Not app - Not exceed - Middle Sch - Not 2 yrs 110 % 
IV licable ing 30 yrs . ool stan . Appli 

ty 
dard . calle 

direct 
Knowledge 

recrurit 
of Net 

ment. 
making 
and Net 
Mending, 


Those 


who have 
undergonc 
training 
under the 
lishermana 
training 
centres 
will be 
preferred . 


( vi) item 32 and entries thereto shall be omitted . 
(vii) the existing entry in col. 10 against item 29 shall be omitted . 

[No. F . 3 -48 / 60 -FY ( D ) . ] 
C. R . SRINIVASAN , Under Secy , 


(Department of Food ) 

ORDER 

New Delhi, the 15th November 1960 
G . S . R . 1359 / Ess.Com . / Sugarcane. In exercism of the powers conferred by sec 
tion 3 of the Essential Commodities Act , 1955 ( 10 of 1955 ), as in force in India 
and as applied to the State of Pondicherry , the Central Governmynt hereby makes 
the following Order: 

1. Short title , extent and commencement. - ( 1 ) This Order may be called the 
Sugarcans Control ( State of Pondicherry ) Order , 1960 . 

( 2 ) It extends to the State of Pondicherry . 
( 3 ) It shall come into force at once . 


2 . Application of Sugarcane (Control) Order , 1955 . - The Sugarcane (Control) 
Order , 1955 , (hereinafter referred to as the said Order ) , as set out in the Annexure 
annexed hereto , is hereby applied to and shall be in force in the State of Pondi 
cherry . 


3 . Construction of references . — Any reference in the said Order to the State 
or the State Government shall, in its application to the State of Pondicherry , be 
construed as a reference to the State of Pondicherry or the Chief Commissioner 
of Pondichurry as the case may be. 

ANNEXURE 

(See clause 2 ) 
MINISTRY OF FOOD AND AGRICULTURE 

ORDER 

New Delhi, the 27th August 1955 
$ . R . O . 1863 Ess . Com . / Sugarcane.-- In exercise of the powers conferred by sec 
tion 3 of the Essential Commodities Act , 1955 ( X of 1955 ) , the Central Govern 
nient hereby makes the following Order, namely : 


1. Short Atle , extent and commencement.- ( 1 ) This Order may be callcd the 
Sugarcane (Control) Order , 1956 . 
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( 2 ) It extends to the whole of India cxcept the State of Jammu and Kashmir 
( 3 ) It shall come into force at once 


2 Definitions. In this Older , unless the context otherwise requircs --- 
( a ) " factory " means any premises including the precincts thereof, in any 

part of which sugar is manufactured by vacuum pan process, 
( b ) " producu of sugar means a person carrying on the business of manu 

facturing sugar by vacuum pan process , 
(c ) " price " means price fixed by the Central Government from time to time, 

for sugarcane delivered at the gate of factory or sugarcane purchasing 

centre 
3 Minimum price of sugarcane payable by producers of sugar . - ( 1 ) The Cen 
tral Government may , after consultation with such authorities , bodies or associa 
tions as it may dcem fit , by notification in the Official Gazette , from time to time, 
fx the minimum price of sugarcane to be paid by producers of sugar or their 
agents for the sugarcane purchased by them , having regard to - - 

(a ) the cost of production of sugarcane, 
(b ) the return to the grower from alternative crops and the general trend 

of prices of agricultural commodities , 
( c ) the availability of sugar to the consumer at a fair price , 
( d ) the price at which sugar produced from sugarcane is sold by producer 

of sugar ; and 
( e ) the recovery of sugar from sugarcane 
Provided that the Central Government or, with the appioval of the Central 
Government, the State Government may , in such circumstances and subject to 
such conditions as it may specity , allow a suitable rebate in the price so fixed 

Explanation — ( 1) Different prices may be fixed for different areas or differ 
ent qualities or varieties of sugarcane 

( 2 ) No person shall sell or agree to sell sugarcane to a producer of sugar or 
his agent, and no such producer or agent shall purchase or agree to purchase 
sugarcant , at a price lower than that fixed under sub - clause ( 1 ) 

( 3 ) Where a producer of sugar purchases any sugarcane from a grower of 
sugarcane or from a growers Cooperative Society , the producer shall, unless there 
is an agreement in writing to the contrary between the parties , pay within 
fourteen days from the date of delivery of the sugarcane, to the seller or tender 
to him the piice of the cane sold at the late fixed under sub - clause ( 1 ) and where 
sugarcane is purchas d through an agent the producer on the agent shall pay or 
tendei pa ment of such price to the seller within the period aforesaid , and if 
neither of them has so paid or tendered payment, each of them shall be deemed 
to have contravened the provisions of this clause 

Deferred payment for sugarcane purchased . — 3 A - ( 1 ) Wh - re a producer of 
sugar or his agent purchases any sigarcane from a growcr of sugarcane or a 
growers Cooperative Society the producer shall, in addition to the price fixed 
under sub - clause ( 1 ) of clause 3 piy to the grower or the Society as the case 
may be, an amount, if found due in accordance with the provisions of the 
Schedule , 

Provided that where sugar is produced in any new factory , the produce of 
such sugar shall not be liable to pay any amount under this sub -clause for any 
sugarcane purchased by him during such period after its establishment as the 
Central Government may from time to time, specify in this regard , 

Provided further that the Central Government may , by order in writing , 
excmpt a producer , 
( a ) from payment of the whole of the amount due from him under this 

sub - clause , where the audited accounts of the factory for the season 
in which the sugar - cane is purchased , show that no profit has accrued 

to the producer for that season , or 
(b ) from payment of such part of the said amount as the Central Govern 

ment thinks fit, where the said audited accounts show that the proft 
which would accrue to the producer for the season concerned , it the 
said amount is paid , would b - less than the profit taken into account 
in determining the value of X referred to in the Schedule 
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( 2 ) Where the Central Government, having regard to the special circumstances 
prevailing in any Stato or part thereof and after consultation with the State 
Government, is of opinion that the provisions of the Schedule should in their 
application to the State or part thereof, as the case may be, be varied, or not 
applied , the Central Government may , notwithstanding anything contained in 
sub - clause ( 1 ) direct that in lieu of the payment provided for therein , payment 
shall be made in accordance with such other provisions as may be notified in the 
Official Gazette . 


( 3 ) Any amount payable under this clause may be paid at such time and in 
such manner as the Central Government may from time to time direct , 


4 . Power to regulate movement of sugarcane. — The Central Government may 
by order in the official Gazette 
( a ) Prohibit or restrict or otherwise regulate the export of sugarcane from 

any area for supply to different factories ; 
(b ) direct that no gur ( jaggery ) or sugar shall be manufactured from 

sugarcane except under and in accordance with the conditions 
specified in a licence issued in this behalf. 


5 . Every producer , his agent or factory to whom any order or direction is 
issued under any powers conferred by or under this order shall comply with 
such order or direction . 


6 . Delegation of powers . — The Central Government, may, by notification in 
the official Gazette direct that all or any powers conferred upon it by this order 
shall, subject to such restrictions, exceptions and conditions, if any, as may be 
specified in the direction , be exercisable also by : 

( a ) any officer or authority of the Central Government, 
(b ) a State Government or any officer or authority of a State Government. 


7 . Repeal and Savings . - ( 1 ) The Sugar and Gur Control Order, 1950, publish 
ed with the Government of India in the Ministry of Food and Agriculture 
S . R . O . No. 735 , dated the 7th October , 1950 and any order made by a State 
Government or other authority regulating or prohibiting the production , supply 
and distribution of sugarcan and trade or commerce therein are hereby repealed , 
except as respect things donc or omitted to be done under any such order before 
the commencement of this Order . 

( 2 ) Notwithstanding such repeal, an Order made by any authority , which is 
in force immcdiately before the commencement of this Order and which is con 
sistent with this Order shall continue in force and all appointments made, prices 
flxnd , licences and permits granted , and directions issued under any such Order 
and in force immediately before such commencement shall likewise continue in 
force and be deemed to be made, fixed , granted , or issued in pursuance of this 
Order . 

THE SCHEDULE 

See clausę 3 - A ( 1 ) 
The amount to be paid ( per maund or kilogram of sugarcane ) under sub 
clause ( 1 ) of clause 3 - A by a producer of sugar to the seller of sugarcane shall 
be computed in accordance with the following formula , namely : 

P - T - C - S 

- Y 


X 


X 


TOO 


M 


Explanation . In this formular 

( 1 ) X is the percentage cost of sugarcane to the total cost of sugar excluding 
taxes as determined by the Central Government from time to time on the basis 
of the recovery and duration of season of the factory for the year ; 

( 2 ) P means the sum of ( 1 ) the (per maund of Kilogram ) average exfactory 
price of sugar realised by the producer adjusted to ISS Grade D - 29 according to 
the price differentials fixed by the Central Government, and ( ii ) the money real 
ised by the producer from the sale of molasses and press mud in relation to each 
maund or kilogram of sugar, and ( iii ) any amount realised by the producer by 
way of refund in excise duty or cane cess or by way of grant or subsidy given by 
the Central or the State Government, in relation to each maund or kilogram of 
sugar . 
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( 3 ) T means the amount paid in relation to each maund or kilogram of sugar 
on account of excise duty , cane cess, commission paid to cooperative societies, 
any sum paid to workmen as bonus or as a result of any award and any other 
tax levy , or cess imposed on sugar or sugarcane by the Central or State Govern 
ment or by any other authority , and any sum spent on approved schemes of 
sugarcane development; 

( 4 ) C means the actual cost incurred in relation to each maund or kilogram 
of sugar on the transport of sugarcane by a producer of sugar in excess of the 
Tebate allowed for the purpose by the Government in the minimum price of 
sugarcane purchased at centres other than factory gate ; 

( 5 ) S means the actual amount of commission paid in relation to each maund 
or kilogram of sugar; provided that such amount shall not exceed seventy - five 
Naya Paise for every sum of hundred rupees of sugar sold ; provided further that 
no commission shall be taken into account in respect of sugar sold directly by a 
producer of sugar or in pursuance of any order of the Central Government; 

( 6 ) M means the weight in maunds or kilogram of sugarcane required to 
produce a maund or kilogram of sugar and such weight shall be calculated by 
dividing the total weight of the sugarcane purchased by the weight of sugar pro 
duced therefrom and for this purpose the weight of sugarcane purchased shall 
be the sum of the total weight of sugarcane crushed plus actual driage subject 
to a ceiling of 1 per cent on the weight of sugarcane purchased at centres other 
than the factory gate ; 

( 7 ) Y means the total sum of ( i ) the minimum price of sugarcane per maund 
or kilogram fixed by the Central Government under clause 3 ( 1 ) , ( ii) any extra 
price paid by the producer for sugarcane in addition , to the aforesaid minimum 
price , and ( iii) the premium , if any , paid for any approved variety of sugarcane 
or under any scheme approved by the Central Government for payment of price 
for sugarcane on the basis of quality : 

Provided that the rebate , if any , allowed in the minimum price aforesaid 
( excluding a rebat allowed on account of transport charge ) , shall be deducted 
Hrom the total sum a foresaid ." 

[No. 3 -8 /60 - SV .) 
PARTAP SINGH , Under Secy 


MINISTRY OF REHABILITATION 
(Ofico of the Chief Settlement Commissioner) 


New Delhi, the 8th November 1960 
G . S . R . 1360 / R . / Amdt. IL . - In exercise of the powers conferred by section 40 of 
the Displaced Persons ( Compensation and Rehabilitation ) Act, 1954 (44 of 1954 ) . 
the Central Government hereby makes the following further amendment to the 
Displaced Persons (Compensation and Rehabilitation ) Rules, 1955, namely : 
1. These rules may be called the Displaced Persons (Compensation and 

Rehabilitation ) Amendment Rules, 1960. 
2 . To sub - rule ( 2 ) of Rule 17 of the Displaced Persons (Compensation and 

Rehabilitation ) Rules , 1955 , the following proviso shall be added , 

namely :-- - 
" Provided that the limit of Rs. 8 , 000 may be exceeded to the extent neces 

sary for making payment to the holder of a statement of account, by 
way of marginal adjustment, of the difference between the net 
amount of compensation payable as shown in the said statement 
and the value of property allotted compulsorily under sub - rule ( 4 ) 
but such marginal payment shall not exceed ( a ) Rs, 500 where the 
amount shown in the statement of account does not exceed 

Rs. 10, 000 or (b ) Rs. 1,000 in any other case ." 
( Amendment No. IL , dated the 8th November , 1960 ) . 

[No. 10 (10 ) Policy - 1/ 80 - Comp 

I, N , CHIB , Dy . Secy . 
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MINISTRY OF TRANSPORT AND COMMUNICATIONS 

( Department of Transport) 

( Transport Wing ) 

MERCHANT SHIPPING 

New Delhi, the 9th November 1960 
G . S . R . 1961. In exercise of the powers conferred by sub - section ( 5 ) of sec 
tion 25A of the Indian Merchant Shipping Act, 1923 21 of 1923 ) , the Central 
Government hereby makes the following amendments in the Indian Merchant 
Shipping (Seamen s Employment Office, Calcutta ) Rules , 1954, namely : 

1. These rules may be called the Indian Merchant Shipping ( Seamen s Employ 
ment Office, Calcutta ) Amendment Rules , 1960 . 


2 . In rule 2 of the Indian Merchant Shipping ( Scamen s Employment Office , 
Calcutta ) Rules , 1954 (hereinafter referred to as the said rules ), for clause ( ili) , 
the following clause shall be substituted , namely : 
( lii) " Board " means the Seamen s Employment Board ( Foreign -Going ) 

or the Seamen s Employment Board (Home Trade ), as the case may 
be, set up under rule 5 . 


3. In rule 5 of the said rules, for clause ( i), the following clause shall be 
substituted , namcly : 
( 1 ) The Central Government shall, as soon as may be , appoint, by notifica 

tion in the Official Gazette , two Seamen s Employment Boards - - one 
for foreign - going seamen and the other for home - trade seamen , The 
first Board shall bc known as " S . amen s Employment Board 
( Foreign - going ) " and the second as " Seamen s Employment Board 
(Homc Trade ) " . 


4 . Rule 7 of the said rules shall be renumbered as sub -rule ( 1 ) thereof, and 
after sub - rule ( 1 ) as so re - numbered , the following sub - rule shall be inserted , 
namely : 
" ( 2 ) Notwithstanding anything contained in sub -rule ( 1 ) , the Director 

General of Shipping, after consultation with the Board , may pres 
cribe separate conditions of eligibility for registration of seamen 
desirous of employment only on home- trade ships." 


5 . In rule 22 of the said rules , after the words Company Rosters , the follow 
ing words shall be inserted , namely : 

" ( Foreign - going ) and Company Rosters ( Home Trade ) " . 


6 . Rule 33 of the said rulcs shall be renumbered as sub - rule ( 1 ) thereof, and 
( a ) in sub - rule ( 1 ) as so re - numbered , after the words eligible for 

employment , the words on foreign - going ships shall be inserted ; 
(b ) after sub - rule ( 1) as so re -numbered, the following sub - rule shall be 

inserted , namely : 
" ( 2 ) Home- trade seamen shall be issued Muster cards in accordance with 

such procedure as may be prescribed by the Director General 
of Shipping after consultation with the Board . " 


7. After rule 57 of the said rules , the following rule shall be inserted , namely : 
" 57A , Notwithstanding anything to the contrary contained in parts III, IV 

and V of these rules , the Director General of Shipping may for such 
period not exceeding six months with effect from the date of this 
notification as he may consider necessary , prescribe, after consulta 
tion with the Board , . such procedure for the registration and supply 
of home- trade seamen as he may deem appropriate." 

[No. 15 -MT(2 ) / 60.) 
J. N . DASS, Under Secy . 
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(Department of Transport ) 

MERCHANT SHIPPING 

New Delhi, the 14th November 1960 
G . S . R . 1362 . The following draft of certain rules which the Central Govern 
ment proposes to make in exercise of the powers conferred by section 175 read 
with section 457 of the Merchant Shipping Act, 1958 ( 44 of 1958 ) , and in super 
session of all previous rules and orders on the subject, is hereby published as 
required by the said section 175 for the information of all persons likely to be 
affected thereby , and notice is hereby given that the said draft will be taken 
into consideration on or after the 15th day of December, 1960 

Any objection or suggestion which may be received from any person with 
respect to the said draft before the date so specified will be taken into considera 
tion by the Central Government 

Draft Rules 
1 Short title , commencement and application . ( 1 ) These rules may be 
called the Merchant Shipping (Crew Accommodation ) Rules 1960 

( 2) They shall come into force on . . 
13 ) They shall apply to : 
( a ) every sca - going mechanically propelled ship of 200 tons gross and over 

for the time being registered in India , whether so registered before 

or after the date on which these rules come into force , 
( b ) every such ship which , at any time after that date , is being construct 

ed to the order of a person qualified to be the owner of an Indian 

ship and has not been registered in India , 
not being a fishing vessel, a pleasure yacht, a ship belonging to a general light 
house authority , or a ship being constructed for use as a fishing vessel or pleasure 
yacht, or for use by a general lighthouse authority 
2 Definitions - ( 1) In these rules, unless the context otherwise requires 

( a ) " Act" means the Merchant Shipping Act, 1958 ; 
(b ) " apprentice" includes a cadet and a midshipman ; 
(c ) " approved " means approved by the Central Government; 
( d ) " chief officer " includes a first Mate and an only Mate ; 
( e ) " crew " means seamen and apprentices; 
( 1 ) " petty officer" means a rating serving in a supervisory position or in 

a position of special responsibility who 18 classed as petty officer 

by collective agreement or custom ; 
( g ) " rating" means a member of the crew other than an officer , 
( h ) " sanitary accommodation " means washing accommodation and accom 

modation containing water closets or urinals ; 
( 1) " Schedule" means a Schedule to these rules ; 
(1 ) " sleeping room " does not include a hospital ward , 
( k ) " surveyor" means a surveyor appointed under section 9 of the Act , 
( 1 ) " tons " means gross tons ; 
( m ) " trunked mechanical ventilation system " means a system of ventila 

tion complying with the specifications set forth in the First Sche 

dule ; 
(n ) " washing accommodation " does not include 
( a ) any sleeping room or hospital ward , whether or not provided with 

A washbasin , bath or shower , or 
(b ) any room appropriated for use only as a laundry 
( 2 ) Unless the context otherwise requires, no structure shall be deemed to 
bo watertight, gastight, or oiltight for the purposes of these rules unless all 
openings in that structure , other than ventilation openings necessary for the 
admission of air from passageways to sanitary accommodation , laundries , drying 
rooms or galleys, are provided with means of closure which will enable such 
openings to be made watertight, gastight or oiltight, as the case may be, 
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3 . Plans. - ( 1 ) Every person to whose order a ship to which these rules apply 
is being constructed shall cause a plan of the ship , on a scale not smaller than 
1 in 100 , to be submitted to the Principal Officer , Mercantile Marine Department 
of the place where it is intended to register the ship (hereafter in this rule 
referred to as the Principal Otcer ) on a day not later than the day on which 
the keel of the ship is laid , showing clearly the proposed arrangement of the 
crew accommodation in the ship and its proposed position in relation to other 
spaces therein . 

( 2 ) Every such person shall cause the following plans to be submitted to the 
Principal Officer on a day not later than the day on which the construction of 
any part of the crew accommodation is begun : - - 
( a ) plans of the proposed crew accommodation , on a scale not smaller 

than 1 in 50 in the case of a ship under 500 feet in length and not 
smaller than 1 in 100 in the case of any other ship , showing clearly 
the purpose for which cach space therein is to be appropriated and 
the proposed disposition of the furnishing, fittings and obstructions 

therein ; and 
( b ) plans showing clearly the proposed arrangements for supplying water 

to the crew accommodation and for hcating, lighting and ventilating 

the accommodation , 
( 3 ) The owner of every ship to which these rules apply shall submit or cause 
to be submitted to the Principal Omcer , before any alteration or reconstruction is 
carried out in the crew accommodation thereof, plans on the scales and showing 
the information referred to in sub -rules ( 1 ) and ( 2 ), and relating to the crew 
accommodation as altared or reconstructed, as the case may be : 

Provided that if the crew accommodation in any ship is altered or reconstructed 
at a place outside India in consequence of an emergency or an accident to the ship , 
such plans shall be submitted to the Principal Officer as soon as practicable. 


4 , Position of Crew Accommodation . — ( 1 ) In every ship to which these rules 
apply , the crew accommodation , other than store rooms, shall be wholly situated 
above the Summer load line , if any, marked on the ship in accordance with the 
provisions of the rules made under section 311 of the Act. The Central Govern 
ment may exempt from the requirement of this sub - rule 

( a ) any passenger ship ; 
( b ) any tug ; 
( c ) any cable ship ; 
( d ) any salvage ship ; 
( e ) any crane ship ; 
(f ) any dredger and any ship engaged in the conveyance of the spoil of 

dredging ; 
( g ) any other ship not being a ship engaged in the carriage of cargo, 
if it is satisfied that compliance with such requirement is unreasonable or 
impracticable by reason of the size or intended service of the ship . 

( 2 ) In every ship to which these rules apply , the crew accommodation , other 
than store rooms, shall be situated amidships or aft. The Central Government 
may exempt any ship from the requirement of this sub - rule to the extent that 
it is satisfied that compliance therewith is unreasonable or impracticable by reason 
of the size or intended service of the ship ; provided that in ships of 500 tons or 
over, no part of the crew accommodation , other than store rooms, shall be forward 
of the collision bulkhead . 

( 3 ) Sleeping rooms forming part of the crew accommodation of a passenger 
ship to which these rules apply shall not be situated immediately beneath a 
working passageway . 

6 . Height of Crew Accommodation . — ( 1 ) In every ship to which these rules 
apply , the height of the crew accommodation measured from the top of the floor 
beamg to the top of the crown beams shall be not less than the following : 

In ships of under 1,600 tons — 7 feet. 

In ships of 1,600 tons or over — 7 feet 6 inches. 
The Central Government may exempt any ship from the requirement of this 
sub - rule in respect of store rooms and sanitary accommodation . 
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( 2 ) Every sleeping room forming part of the crew accommodation in a ship 
to which these rules apply shall be so constructed as to provide a clear headroom 
of at least 6 feet 3 inches at every point in the room which is available for free 
movement. The Central Government may exempt any ship of under 500 tons 
from the requirement of this sub - rule to the extent that it is satisfied that com 
pliance therewith is unreasonable or impracticable in the circumstances , 


6 . Construction of Bulkheads and Panelling . — ( 1 ) In every ship to which these 
rules apply , all bulkheads cnclosing or within any part of the crew accommoda 
tion ghall be properly constructed of steel or other suitable material. If the bulk 
heads are exposed to the weather they shall be of watertight and gastight con 
struction , and means of closure shall be provided for all openings in such bulkheads 
so as to enable them to be made weathertight. 

( 2 ) Any bulkhead which separates any part of the crew accommodation ( other 
than a recreation deck space ) from a space used as 

( a ) a permanent coal bunker ; 
(b ) an oil fuel bunker ; 
( c ) a cargo or machinery space ; 
( d ) a lamp room or paint room ; 
( e ) a store room not forming part of the crew accommodation (other than 

a dry provision store room ) ; 
(f ) a chain locker ; or 

( g ) a cofferdam ; 
shall be gastight, and shall be watertight where necessary to protect the crew 
accommodation . 

( 3 ) Any bulkhead which separates any part of the crew accommodation from 
a dry provision store room (whether or not such store room forms part of the 
crew accommodation ) shall be gastight. 

( 4 ) Subject to the provisions of sub -rule ( 5 ) of rule 27 , any bulkhead which 
separates any part of the crew accommodation from sanitary accommodation or 
from a laundry or drying room , galley or cold store room (whether or not such 
sanitary accommodation , laundry , drying room , galley or cold store room forms 
part of the crew accommodation ) shall be gastight, and shall be watertight to such 
height as is necessary to prevent the passage of water into the adjoining space. 
In particular, any bulkhead separating sanitary accommodation from any other 
part of the crew accommodation shall, except in a doorway , be watertight to a 
height of at least 9 inches above the floor of the sanitary accommodation . Pro 
vided that the requirements of this sub - rule shall not apply to bulkheads 
separating 

( a ) a sanitary accommodation from another sanitary accommodation ; 
( b ) a laundry or drying room from another laundry or drying room ; 
( c ) a cold store room from another cold store room ; 
( d ) a galley from another galley or a pantry ; 
(e ) sanitary accommodation appropriated for the sole use of one person from 

a sleeping room from which it may be directly entered . 
( 5 ) Any inside panelling in the crew accommodation shall be constructed of 
plywood or other suitable material with a surface which can be easily kept clean . 
Neither bulkheads nor inside panelling shall be constructed with tongued and 
grooved boarding or in a manner or with material likely to harbour vermin . 


7. Overhead Decks. — ( 1 ) In every ship to which these rules apply , being a ship 
constructed of steel or other metal, every deck which forms the crown of any 
part of the crew accommodation in this rule referred to as an " overhead deck " ) 
and is exposed to the weather shall be constructed of steel or other metal. The 
Central Government may exempt any ship from the requirement of this sub - rule 
to the extent that it is satisfied that it is necessary to do so by reason of the 
Intended service of the ship . 

( 2 ) The upper side of every guch deck shall be sheathed with wood or with 
a material which complies with the requirements specified in the Second Schedule . 
Such sheathing shall be properly laid and, if it consists of wood, shall be properly 
Qaulked . The Central Government may exempt any ship from the requirements 
of this sub -rule to the extent that it is satisfied that the undersides of tho overhead 
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decks are ingulated with a material ( other than wood ) which complies with the 
requirements specified in the Third Schedule , and which is so fitted as to avoid 
as far as possible absorption of water, condensation , transmission of noise and 
harbouring of dirt and vermin . 

( 3 ) Every wooden overhead dock shall be at least 2 inches thick and every 
wooden sheathing shall be at least 24 inches thick . Thc Central Government may 
exempt any ship from either of the requirements of this sub - rule to the extent that 
It is satisfied that compliance therewith is unreasonable or impracticable in the 
circumstances . 


8 . Flooring . - ( 1 ) In every ship to which these rules apply the decks which 
form the floors in the crew accommodation shall be properly constructed and 
shall have a surface which provides a good foothold and is capable of being 
easily kept clean . The floor covering shall be impervious to water and, if the deck 
is situated on the top of an oil tank , impervious to oil. 

( 2 ) Wooden decks which form the floors in the crew accommodation shall be 
at least 2 inches thick and shall be properly laid and caulkod . The Central 
Government may exempt any ship from the requirements of this sub - rule , to the 
extent that it is satisfied that compliance therewith is unreasonable or impractic 
able in the circumstances . 

( 3 ) The surface of metal decks which form the floors of the crew accommoda 
tion , not being floors in sanitary accommodation , galleys, store rooms or laundries , 
shall be covered with linoleum or wooden planking , or with a material which 
complies with the requirements specified in the Second Schedule . The joinings 
of such material with the side walls shall be rounded in a manner which will 
avoid crevices. Such linoleum , planking or mat rial shall be properly laid . 

( 4 ) The floors of sanitary accommodation , galloys and laundries in the crew 
accommodation shall be covered with tcrrazo , tiles , or other hard material which 
is impervious to liquids. The foor - covering shall be properly laid and shall pro 
vide a good foothold . The joinings of the floors with the side walls shall be 
rounded in a manner which will avoid crevices. 


iequirements on woodeation 


9. Protection from Weather , etc . - ( 1 ) In every ship to which these rules apply 
the crew accommodation and the means of access thereto and egress therefrom 
shall be so arranged and constructed and situated in such a position as to ensure 
( a ) the protection of the crew against injury to the greatest practicable 

extent; 
( b ) the protection of the crew accommodation against the weather and the 

sea ; 
( c ) the insulation of the crew accommodation from heat and cold ; 
( d ) the protection of the crew accommodation against moisture due to 

condensation ; 
( e ) the exclusion from the crew accommodation of eſuvia originating in 

other spaces in the ship ; and 
( f) the exclusion from the crew accommodation , to the greatest practicable 

extent, of noise originating in other spaces in the ship . 
( 2 ) Without prejudice to the generality of the foregoing sub - rule : 
( a ) Every opening from an open deck into the crew accommodation shall 

be protected against the weather and the sea , 
(b ) The crew accommodation shall be accessible at all times from the open 

deck . 
( c ) Access to sleeping rooms, mess rooms, recreation rooms and studies 

forming part of the crew accommodation shall be obtained from a 
passageway which shall be provided with a hinged door at any 
entrances from the open deck . The Central Government may exempt 
any ship from the requirement of this clause to the extent that it is 
satisfied that compliance therewith is unreasonable or impracticable 

by reason of the size or intended services of the ship , 
( d ) Bow hawse pipes shall not be situated in the crew accommodation . The 

Central Government may exempt any ship of under 400 tons from 

the requirement of this clause . 
( e ) Steam supply and exhaust pipes for steering gear , winches and similar 

equipment shall not pass through crew accommodation , Provided 
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that, if in the case of any ship of 500 tons or over the Central Governt 
ment is satışfled that alternative arrangements are unreasonable or 
impracticable in the circumstances, it may permit such pipes, if 
properly encased to pass through passageways forming part of the 
crew accommodation subject, in the case of supply pipes , to the 

following conditions : 
( i) the pipes shall be constructed of solid drawn steel or other suitable 

material; 
( ii ) the pipes shall be of a scantling sufficient to withstand the maximum 

pressure from the ship s boiler system ; 
( lii ) all connections in the pipes shall be by faced ſang - s properly jointed ; 

and 
(iv ) the pipes shall be fitted with adequate drainage arrangements. 
The Central Government may exempt any ship of under 500 tons from the 
requirements of this clause if it is satisfied that adequate arrangements have been 
made to ensur - the safety of the crew . 
( f ) All stcam pipes , hot water pipes and cælorifiers in or serving the crew 

accommodation shall be efficiently logged wherever lagging is neces 
sary for the conservation of heat or the protection of the crew against 
injury or discomfort. All cold water pipes in the crew accommodation 
shall be efficiently lagged wherever lagging is necessary for the pre 

vention of condensation . 
( g ) Chain pipes , and ventilator trunks to cargo spaces or tanks, shall be 

made of steel or other suitable material and shall be gastight where 

they pass through any part of the crew accommodation . 
( h ) Batteries for the operation of the ship s radio installation , if any , shall 

not be placed in any slceping room provided for the crow , and pre 
cautions shall be taken which will ensure that fumes from such 

batteries cannot discharge into any part of the crew accommodation . 
( i) The bulkhoads and the parts of the ship s side which enclose the crew 

accommodation shall be insulated in a manner which will prevent 
overheating of the accommodation , and shall be covered with pro 
tective covering which will prevent the condensation of moisture . 
The Central Government may exempt any ship from the requirements 
of this clausc to the extent that it is satisfied that the crew accom 
modation is adequately protectesi ky its position and ventilation 

against overheating and condensation 
( 1) Every bulkhead , casing and deck scparating the crew accommodation 

from other spaces in the ship in which hout or cold may be generated 
shall be insulated in a manner which will prevent the crew 
accommodation being so affected by such heat or cold or by condensa 

tion as to prejudice the health or comfort of the crew . 
( k ) Every ship for the time being regularly engaged on voyages in the 

Tropics or the Persian Gulf shall be provided with awnings which 

will cover : 
( i) all exposed decks and house tops situated immediately above any party 

of the crew accommodation ; 
( ii ) all exposed sides of galleys situated on an open deck ; 
( ili) such portion of the deck spaces provided for the recreation of the 

crew in compliance with sub -rule ( 6 ) of rule 21 as will provide a 
shaded area adequate in extent having regard to the number of 
persons in the crew and to any shade provided for such spaces by 
overhanging decks. 


The awnings shall be supported by stanchions or by other suitable means. 
( 1 ) There shall be no direct opening between the crew accommodation 

( other than recreation deck spaces ) and any space used as a store 
room for engine loom stores or deck department stores. The Central 
Government may exempt any ship of under 500 tons from the 
requirement of this clause to the extent that it is satisfied that com 

pliance therewith is impracticable in the circumstances. 
( m ) There shall be no direct opening between the crew accommodation 

( other than recreation deck spaces ) and spaces used as : 
(i) permanent coal bunkers ; 
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( ii ) oil fuel bunkers ; 
( iii) cargo or machinery spaces ; 
( iv ) lamp rooms or paint rooms; 
( v ) store rooms not forming part of the crew accommodation (other than 

store rooms for engine room or deck department stores ) : 
( vi) chain lockers ; or 
. (vii ) cofferdams. Provided that there may be a direct opening between 

machinery spaces and sanitary accommodation and changing rooms 
provided for the sole use of officers and ratings of the engine room 

department. 
The Central Government may exempt any ship from the requirement of this 
clause in so far as it relates to a direct opening between any passageway forming 
part of the crew accommodation and any of the aforesaid spaccs. 
( n ) Subject to the provisions of sub - rule ( 3 ) of rule 23 , sub - rule ( 6 ) of 

rule 27 and sub - rule ( 16 ) of rule 31 therc shall be no direct opening 
between the crew accommodation ( other than recreation deck spaceg 
or passageways ) and any sanitary accommodation , laundry or drying 
room (whether or not such sanitary accommodation , laundry or drying 
room forms part of the crew accommodation ) . Provided that nothing 
in this clause shall prohibit direct openings between spaces forming 
part of sanitary accommodation , or between spaces appropriated for 

Usc as laundries or drying rooms. 
( 0 ) Any part of the crew accommodation which is adjacent to any part 

( other than the crown ) of a tank in which oil may be carried in bulk , 
shall be separated therefrom by a gastight steel division additional 
to the division which retains the oil. The Central Government may 
exempt any ship from the requirement of this clausc if it is satisfied 
that the division which retains the oil is likely to remain olltight 

under service conditions 
( p ) If any part of the crew accommodation is situated on a deck which 

forms the crown of a space in which oil may be carried in bulk , such 
deck shall be oiltight. No manholes or other openings to the oil tanks 

shall be situated in the crew accommodation , 
( g ) If any part of the crew accommodation is situated on a deck forming 

the crown of a permanent coalbunker , such deck shall be gastight. 
( r ) The means of access to and egress from every part of the crew accom 

modation shall be so situated that in the event of fire in any lamp 
room or paint room in the ship , access to and egress from the crew 
accommodation will not be impeded . 


10 . Heating -- ( 1 ) In every ship to which these rules apply , other than a ship 
employed or intended to be employed solely within the tropics or the Persian Gull, 
all sleeping rooms, mess rooms, recreation rooms, sanitary accommodation , offices , 
studies and hospitals forming part of the crew accommodation shall be provided 
with a heating system which shall be permanently installed and capable of 
ensuring that when the ventilation system provided for such rooms or accommoda 
tion in compliance with these rules is working so as to furnish at least 15 cubic 
feet of fresh air per minute for each person whom the room or accommodation is 
designed to accommodate at one time and the temperature of the open air is 
30°F , the temperature therein can be maintained at 67°F . Provided that the 
temperature within a water closet shall not be required to be maintained at more 
than 10°F above the ambient temperature in the open air. If the temperature 
within any water closct is capable of being so maintained by heat derived from 
an adjoining compartment, heating system shall not be required to be provided 
in that water closet . 

The Central Government may exempt any ship of under 600 tons from the 
requirements of this sub - rule if it is satisfied that the crew accommodation is 
fitted with stoves which are properly installed and adequately guarded , or with 
other suitable means of heating. 

( 2 ) The permanent heating system required by the foregoing sub - rule shall 
be operated by steam , hot water or electricity or shall be a system supplying warm 
air , 

( 3 ) The heating equipment shall be so constructed , installed and, if necessary , 
shielded as to avoid the risk of fire and not to constitute a source of danger or 
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discomfort to the crew . In particular, mcans shall be provided , unless the pro 
vision thereof is unreasonable or impracticable in the circumstances, by which 
without the use of a tool or key , the heat emitted by the radiator or other heating 
device Atted in any space can be turned on and off and varied . The heating 
equipment shall be so constructed that its operation is not affected by the use or 
non - use of any steering gear, deck machinery , calorifiers or cooking appliances in 
the ship . 

( 4 ) The heating system shall be in operation at all times when any members 
of the crew are living or working on board the ship and circumstances require its 
use. Provided that while the ship is in port the heating system shall not be 
required to be in operation iſ efficient temporary means of heating are provided 
for such parts of the crew accommodation as are in use . 


11. Lighting. - ( 1) In every ship to which these rules apply every part of the 
crew accommodation , other than pantries, laundrics , drying rooms, lockers and 
store rooms, shall be properly lighted by natural light. Provided that if in any 
space in a passenger ship it is impracticable to provide proper natural lighting, 
such lighting shall not be required if adequate electric lighting is always available 
in that space . The Central Government may exempt any ship from the require 
ment of this sub - rule in relation to the sanitary accommodation and passageways 
to the extent that it is satisfied that compliance therewith is unreasonable or 
impracticable in the circumstances . 

( 2 ) The natural lighting of a sleeping room , mess room , recreation room or 
hospital ward shall be deemed to be proper for the purpose of this rule if it is 
sufficient to enable an ordinary newspaper to be read by a person of normal 
vision at any point in the room , being a point avilable for free movement, during 
day time and in clear weather . 

( 3 ) Every side scuttle in a sleeping room , mess room , smoking room or recrea 
tion room in the crew accommodation of a ship to which these rules apply shall 
be capable of being opened . Provided that this sub - rule shall not apply to any 
side scuttle , in a passenger ship which is required by any rule framed under the 
Act to be of a non - opening type . 

( 4 ) In every ship of 3 ,000 tons or over every such side scuttle shall be at 
least 12 inches in diameter . The Central Government may exempt any ship from 
the requirements of this sub - rule to the extent that it is satisfied that compliance 
therewith is unreasonable or impracticable in the circumstances . 

(5 ) In every ship to which these rules apply an electrical system shall be 
installed which is capable of providing adequate lighting in every part of the 
crew accommodation , The electric lights shall be so arranged as to give the 
maximum benefit to the crew , and in particular , an electric reading light shall be 
fitted at the head of each bed and shall be capable of being switched on and off 
from the bed . A lamp emitting at least 200 lumens shall be fitted in every such 
reading light in a sleeping room , and a lamp emitting at least 400 lumens shall be 
fitted in every such light in a hospital ward . An cfficient alternative system of 
lighting source of electric power shall be always available for lighting the crew 
accommodation , The Central Government may exempt any ship of under 300 
tons from the requirement of this sub - rule if it is satisfied that compliance there 
with is unreasonable or impracticable in the circumstances and that other suitable 
artificial lighting is provided in the crew accommodation . 


6 . ( a ) In addition to any other lights required by these rules, the spaces referred 
to in clauses ( d ) to ( n ) (both inclusive ) shall be provided with the lighting therein 
specified , 

(b ) The electric lighting of the spaces referred to in clauses ( d ) to ( n ) (both 
inclusive ) shall be deemed to be adequate for the purposes of these rules if , when 
the lamp and paintwork are new , the illumination in the horizontal plane when 
measured at the points and in the manner prescribed in clause ( c ) is steady and 
subject to a tolerance of 10 per cent is maintained at a value not less than that 
prescribed for every such space , 
( c ) The points at which illumination shall be measured shall be as follows: 
( 1 ) where general measurement points are prescribed for the illumination 

of a space , then measurements shall be taken at every point midway 
between every 2 adjacent lamps and at every point midway between 
cvery lamp and any position on any boundry of this space . Provided 
always that where within any space a part of that space (being a 
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part of that space available for free movement) is shaded from the 
direct rays of a lamp by a re - entrant angle formed in the boundary 
of the space , then the central point of the part of space so ghaded 

shall also be a general measurement point ; and 
( ii ) where particular measurement points are also prescribed for a space, 

then measurements shall in addition be taken at every such point, 
In all cases , measurements shall be taken at a height of 2 feet 9 inches above the 
foor, except that in the case of passageways, companionways, and covered recrea 
tion deck spaces, measurements may be taken either at a hсight of 2 feet 9 inches 
above the foor or at floor level, provided that in the case of measurements taken 
at floor level, the reflection factor of the flour surface shall not be less than 40 per 
rent. Illumination of provision store rooms shall be measured when the rooms are 
empty . 
(d ) Sleeping Rooms and Day Rooms 
2 foot candles immediately in front of any drawer , bookcase , clothes locker, 

wardrobe and toilet mirror . 
5 foot- candles at any wash - basin . 
6 foot -candles at any scot at a writing desk or table , and at not less than 

half the remaining seats in a slepping room provided for the use of 

more than one person , 
For the purpose of this clause, reading lights at the heads of the beds shall 

not be taken into account in determining the illumination of a space 
except in the case of a sleeping room provided for the use of one 

person only . 
( e ) Mess Rooms- - 

2 foot- candles at general measurement points . 

5 foot- candles at any table and sink . 
( t) Recrcation and Smoking Rooms. 

2 foot-candles at general measurement points . 
5 foot -candles at the recreation tables. 
6 foot- candles at any seat at a writing position at a desk or table and at not 

less than half the remaining seats . 


( g ) Hospital Wards . 

2 foot- candles at general measurement points . 
5 foot- candles at any wash -basin . 


In addition to the electric reading lamp required to be provided at the head 
of vach bed in accordance with sub - rule ( 5 ) , at least one fixed lamp shall be 
installed . The portable electric lamp required to be provided by sub - rule ( 10 ) 
of rule 31 shall emit at lcast 600 lumens. 


For the purpose of this clause , reading lights at the heads of beds shall not be 
taken into account in determining illumination except in the case of a hospital . 
ward provided for the use of one person only . 
( h ) Offices and Studies 

2 foot- candles immediately in front of any drawer and bookcase, 

8 foot - candles at every writing position at a desk or table . 
(i ) Sanitary Accommodation ( including sanitary accommodation in hospitals ) . 

Water Closets : 3 foot-candles in way of the pan . 
Shower spaces : 2 foot -candles in the centre of the space . 
Wash - Rooms and Bath - Rooms: 3 foot- candles at generalmeasurement points . 
5 foot - candles at any wash -barin or washing trough and at or near the 

head of any bath . 
( 1) Laundrles 

3 foot - candles at general measurement points . 
5 foot- candles at any washing trough . 
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(k ) Drying Rooms 

2 foot - candles in the centre of the space. 
( 1) Galleys ( including Bakeries and Pantries ) 

6 foot - candles at working position . 
The lamps shall be so disposed as to ensure that the food preparation tables, 

the range top , the serving tables , and the washing up sinks receive 
the maximum amount of light. 


( m ) Provision Store Rooms 

Dry Store Rooms. . 
2 foot- candles at general measurement points . 
2 foot- candles immediately in front of shclving and any cupboard , 

Cold Store Rooms: Half the standard prescribed for a dry store room . 
( n ) Passageways, Companionway and covered Recreation Dock Spaces — 

2 foot - candles at general measurement points . 
A lamp shall be placed at or near the head of cach stairway or ladder or 

hatchway and at or near doors of any lockers provided for oilskins 
or working clothes . 


12 . Ventilation ( 1 ) In every ship to which these rules apply , the enclosed 
" parts of the crew accommodation shall be ventilated by a system which will main 
· tain the air therein in a state of purity adequate for the health and comfort of 

the crew . Such system shall be capable of being so controlled as to ensure a 
sufficiency of air movement under all conditions of weather and climate to which 
the ship is likely to be subjected during the voyages on which she is intended 
to be engaged and shall be additional to any side scuttlas, skylights , companions, 
doors or other apertures not intended solely for ventilation , 

( 2 ) ( a ) Every enclosed space forming part of the crew accommodation of a ship 
to which these rules apply , bring a space not ventilated by a trunked mechanical 
ventilation system , shall be provided with a natural system of inlet and exhaust 
ventilation . Every inlct ventilator forming part of such system being a ventilator 
situated in the open air shall be of a cowl or other equally efficient type and shall 
be so situated that, as far as is practicable, it is not screened from the wind in 
any direction . No such ventilator shall be gitunted directly over a doorway , stair 
way , exhaust opening or a bunk . 

( b ) The sectional arsa of every part of the inlet and exhaust system ( other 
than a part serving a drying room or locker ) shall be at least 6 square inches for 
cach person for whose use at any one time the space is appropriated and shall not 
be less than 19 square inches in all at any point in the system . The effective area 
of the inlet and exhaust system serving each space shall be capable of being 
adjusted from fully open down to a minimum of 3 square inches for each person 
Jikely to us ? the space at any one time. 

( 3 ) Every enclosed space other than a cold store room forming part of the 
crew accommodation o " a ship to which these rules apply , being a ship of 3 . 000 
tons or over or a ship of under 3 000 tons regularly engaged on voyages confined to 
the ar - as within the tropics and the Persian Gulf shall be provided with a trunked 
mechanical ventilation system complying with the requirements specified in the 
First Schedule . Provided that such a system shall not be required in any galley 
which is situated on an open dock and exposed to the weather on the fore - end 
and the port and starboard sides. The Central Government may exempt any 
ship of under 500 tons from the requirement of this sub - rule . The Central 
Government may further sxempt any ship from the requirement of this sub - rule 
in so far as it relates to the ventilation of a store room for the storage of dry 
provisions if it is satisfied that compliance with that requirement is unnecessary 
by reason of the position of the store room . 

( 4 ) In th - crew accommodation of every ship to which these rules apply , 
being a ship not provided with a trunked mechanical ventilation system , an 
electric fan shall be fitted in every sleeping room , mess room , recreation room , 
study, office, galley and pantry . The Central Govưrnment may exempt any ship 
of under 500 tons from the requirement of this sub - rule . 

( 5 ) Power for the operation of the trunked mechanical ventilation system or 
tang, as the case may be, required by the fore - going sub - rules shall be available 
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at all times when any members of the cew are on board the ship and circum 
stances require such system or fans to be used 

( 6 ) The following spare gear shall be provid - d for cach size of electric motor 
employed to operate a trunked mechanical ventilation system in the crew 
accommodation of a ship to which these rules apply - - 
For direct current motors - - 

1 armature 
1 field coil 
1 set of carbon brushes 
1 set of bearings 

1 brush holder 
For alternating current motors 

1 set of stator windings complete with insulation pieces 

1 set of bearings 
The spare gear shall be properly packed for storage 

13 Drainage . - ( 1 ) In every ship to which these rules apply , efficient drainage 
by pipes or channels shall be provided for every part of the crew accommodation 
situated on an open deck wherever such drainage is necessary for clearing water 
shipped Trom the sea 

( 2 ) There shall be no drainage from any source (not being sanitary accom 
modation ) into the sanitary accommodation forming part of the crew accommoda 
tion 

( 3 ) Every space appropriated for use as sanitary accommodation shall be served 
by one or more scuppers which do not serve any spacother than sanitary 
accommodation The sçuppers shall be at least 2 inches in diameter and shall be 
situated wherever water is likely to collect on the floor of th Space Provided 
that no scupper bhall be required in washing accommodation appropriated for the 
sole use of one person 

14 Painting etc , - ( 1 ) In every ship to which th se rules apply , the interior 
sides and ceilings of every part of the crew accommodation shall be covered with 
enamel paint or other suitable material The paint enamcl oi other material 
shall be of good quality and white or light in colour 

( 2 ) Lime wash or paint contalning nitro -cellulose shall not be applied to the 
crew accommodation 

( 3 ) Thc wooden paits of the furniture and fittings in the crew accommodation 
shall be finished externally with paint, varnish , polish or by other suitable means 

( 4 ) All paints , varnish polish and other finishes in the crew accommodation 
shall be capable of being easily kept clean and shall be mainlain d in good 
condition 


15 Marking : - ( 1 ) Every sleeping room forming part of the crew accommoda 
ion of a ship to which these rules apply shall be marked inside the room with 
the marking specifi d in Part I of the Fourth Schedule 

( 2 ) Evely space other than a sleeping room or an open deck forming part of 
the crew accommodation of such a ship shall be marked either inside the space 
or on or over the door to such space with which ver of the markings specified 
in Part II of the Fourth Schedule is appropriate in the ciicumstances 

( 3 ) All markings required by the foregoing provisions of this rule shall be in 
clear charcters and in Aically visible position on the ship s structure The 
markings shall be cut into the structure or otherwise marked in un equally 
permanent manner 

( 4 ) No space forming part of the crew accommodation of a ship to which these 
rules apply shall be marked whether inside o outside with any marking which 
may be taken to indicate that the space is appropilated for use by persons 
" differing in number or description from the persons foi whose use the space has 
been certified by a surveyor 

( 5 ) If a place is used by _ seamen , the maiking should be " Certified to accom 
modate 

Seanien " 
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16 Sleeping Rooms.- ( 1 ) In every ship to which these rules apply unless the 
circumstances are such that no members of the crew are required to sleep on 
board , sleeping room shall be provided for the crew in accordance with the 
following piovisions of this rule . 

( 2 ) ( a ) Each of the following classes of persons shall be provided with sleeping 
rooms separate from those provided for the other classes 

( 1 ) Omcers 
( 11) Petty Oficers . 
( 111) Apprentices 
( 1y ) Ratings of the deck department other than petty officers . 
( v ) Ratings of the engine room department other than petty officers 
( vi) Ratings of catering department other than petty officers 


( b ) Every watch of ratings shall be provided with sleeping rooms separate from 
those of other watches Day men shall be provided with sleeping rooms separate 
from those of watch keepers. 


The Central Government may exempt any ship to the extent that it is satisfied 
that compliance with the said requirement is unreasonable or impracticable by 
reason ol the siz of the ship from the requirement of this sub - rule 


( 3 ) The maximum number of persons accommodated in sleeping rooms shall 
be as follows 
( a ) Officers in charge of a department, navigating and engineer officers in 

charge of a watch and first or only radio officers - 1 person per room , 
( b ) Other officers. Wherever practicable 1 person per room and in na 

event, more than 2 persons per room . 
( c ) Approntices . — Wherever practicable not more than 3 persons per roon 

and in no event, more than 4 persons per room , 
( d ) Chiet oi only steward and chief or only cook , in cithar case in a ships 

of 3 ,000 tons or over regularly employed otherwise than as a home 

trade ship - 1 person per room 
( e ) Petty officers not being persons referred to in clauso ( d ) — Wherever 

practicable , 1 person per room and in no event, more than 2 persons 

per room 
( f ) Other ratings — Wherever practicablc , 2 or 3 persons per room and in 

no event, more than 4 persons per room provided that in any 
passenger ship the Central Government may permit more than 4 , but 
not more than 10 , such ratings to be accommodated in one room if 
it is satisfied after consultation with the owner of the ship or with 
such organisation or organisations in India as it may consider to be 
most representative of employers of seamen and of seamen that tho 
comfort of thogs ratings will thereby be increased 


The Cenţial Government may exempt any ship of under 400 tons from the 
requirements of clauses ( a ) and ( b ) of this sub - rule 


( 4 ) ( a ) Subject to the provisions of clauses ( b ) and ( c ) of this sub iule , the 
minimum floor arca provided for each person in a sleeping room forming part 
of the crew accommodation of a ship to which these rules apply shall he as 
follow3 — 


Square feet 


15 


In ships of under 400 tons 
In ships of 400 tons or over but under 800 tons 
In ships of 800 tons or over but under 3000 tons 
In ghips of 3, 000 tons or over 


. . 


25 


30 


( b ) Subject to the provisions of clause ( c ) of this sub -rule the minimum floor 
area provided in a sleeping room in a passenger ship shall be 24 sq feet per person 
If more than 4 ratings are accommodated in that room 
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18 
20 


( c ) The Central Government may permit in the case of ships which employ 
substantially larger numbers of seamen than would otherwise be employed , a 
minimum floor area for each rating in a sleeping room as follows: 

Square feet 
In ships of under 400 tons 
In ships of 400 tons or over but under 3,000 tons 

In ships of 3 , 000 tons or over 
Provided that the total floor area of the sleeping rooms shall not be less than 
that required by clause ( a ) of this sub - rule . 

( d ) In determining the floor area of a room for the purpose of this sub - rule , 
spaces occupied by berths, lockers, seats or chests of drawers shal} be taken into 
account and spaces which by reason of their small size or irregular shape cannot 
accommodate turniture and do not contribute to the arca available for free move 
ment shall not be taken into account. 

17 . Beds . - - ( 1 ) Every sleping room in the crew accommodation of a ship to 
which these rules apply shall be fitted with a bed for each person uccommodated 
in the room . 

( 2 ) The frame work of cach bed and the Ice -boards or le - - rails thercof, if any , 
shall be constructed of metal or other material which is hard and smooth and 
ur:likely to become corroded . The fraine work shall be so made as not to be 
likely to harbour vermin . In particular, if the bed is constructed with tubular 
frames, the frames shall be completely sealed and without perforations. 

( 3 ) There shall be unobstructed access to at least one side of cach bed and in 
particular , if the adjacent sides of two beds in the same room are parallel to each 
other or when projected make an angle of less than 90° with each other , the 
distance between those sides at any point shall not he lesş than 2 fi et 6 inches it 
both beds are in single tier or 3 fcet in any other case . 

( 4 ) Where beds ahut upon each other they shall be separated hy screens made 
of wood or other suitable material. 
(5 ) No bed shall be placed :- - 
(a ) Within 4 inches of a ventilation trunk which may be used for circulating 

hot air , or 
( b ) Within 2 inches of a hulkhead or the ship s side, unless the bod is so 

supported and the room so constructed as to avoid harbouring dirt 
and vermin in or near the bed , to enable the bedding to be kept clean 

and cry and to minnise the soilirig of paint-work in way of the beds. 
( 9 ) Bed shall not be arrangird in tiers of mure than two . 

( 7 ) Beds placed along the ship s side shall be in single lier , except in a room 
in which there is no side scuttle . The Central Gov rnment may exempt any ship 
from the requirements of this sub rule , tithy extent that it is satified that the 
beds in the sleeping room aru ck Hi of sid . suurtles and that the comfort of the 
crew will thereby be increased . 

18 ) ( a ) No bed shall be less than I foot from the Moor of the room measured 
from the hottom of the mattr . ss referred to in sub - rule ( 10 ) . 

( b ) The under bed in a double tier shall be at least 2 feet ( inches below the 
lower sido ni tie deel he ın beums or other obstructional asured from the bottom 
of the mattre s . 

The bottoni of the mattress in the lower bed shall be at least 3 feet below the 
bottom of the mattres in the upper bod if the height of the sleeping room is 7 feet 
6 inches or more and at least 2 fect 9 inches below the bottom of the mattress in 
the upper bed it the height of the secping room is less than 7 feet 6 inchrs . For 
the purposes of this sub - rule the height of the room shall be measured froni 
the top of th floor beams to the top of the crown beams. 
( c ) The Central Government may excmpt : 

( i) any ship under 500 tons from any of the requirements of this sub - rule ; 
( ii) any ship from the requirements of clause ( b ) of this sub - rule to the 

extent that it is satisfied that it is unreasonable or impracticable in 
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the circumstances to remove obstructions above the beds in the crew 

accommodation of that ship . 
( 9 ) ( a ) Subject to the provisions of clause (b ) of this sub - rule, the size of 
the beds provided for the crew shall be at least 6 feet 3 inches by 2 feet 3 inches 
the measurements being taken inside the lee -boards or lee - rails , if any, and 
at right angles to each other . 


(b ) The size of the beds provided in a ship of 3 , 000 tons or over for the Chief 
Officer and for the Chief and Second Engineers shall be at least 6 feet 3 inches by 
2 feet 9 inches in a passenger ship and at least 6 feet 3 inches by 3 feet 6 inches 
in any other ship , the measurements in each case being taken inside the len 
boards or lce - rails , if any , at right angles to each other . 


( 10 ) Every bed provided for a member of the crew shall be filed with a spring 
bottom or spring under -mattress and with a mattress made of material which will 
resist damp and is unlikely to harbour vermin . A bottom of wood , canvass or 
other dust - proof material shall be fitted to every bed which is fitted above another 
bed 

18 . Furniture and fittings in sleeping rooms. - ( 1 ) In every ship to which these 
rules apply , every sleeping room for ratings other than petty officers shall be 
provided with the following equipment: 

(a ) for each person accommodated in the room : 

(i) One drawer having a capacity of at least 2 cubic feet ; 
( ii ) One clothes locker or wardrobe, in vither case at least 5 feet 6 inches 

in height and 315 Sq. inches in internal sectional area, the locker or 
wardrobe shall be fitted with a shelf not less than 9 inches and not 
more than 15 inches below its top and with fittings on which the 

clothes may be hung ; 
( iii) at least one coat hook in addition to any coat hooks fitted in a locker 

or wardrobe ; 
( b ) A table of fixed or drop leaf type of a desk , or a sliding leaf or top 

fitted to a chest of drawers ; 
( c ) Comfortable seats sufficient to accommodate at one time all the persons 

accommodated in the room , Such seats shall be provided in addition 
to the beds in the room . The Central Government may exempt any 
passenger ship from the requirements of this clause to the extent 
that it is satisfied that a lesser number of seats is adequate in the 

circumstances ; 
( d ) A mirror suitable for toilet purposes ; 
(e ) A cabinet suitable for containing toilet requisites; 
( f) A book rack ; 
( g ) A runner of jute, coir or other suitable material at one side of each bed 

or tier of beds, as the case may be ; 
( h ) A curtain fitted to each bed , unless the room accommodates only one 

person ; and 
(i) A curtain fitted to each side scuttle , unless the side scuttle in fitted with 

blinds or jalousies . 


( 2 ) Sub -rule ( 1) shall apply to sleeping rooms for petty officers ay it applies 
to sleeping rooms for other ratings, subject to the following modifications and 
additions:-- - 
( a ) For each person accommodated in the room a second drawer havina 

capacity of at least 2 cubic feet shall be provided in addition to the 

drawer referred to in clause ( a ) of sub - rule ( 1 ) . 
(b ) The clothes lockers or wardrobes provided shall be made of hardwood . 
( c ) Each room shall be provided with : 
( 1) a rack suitable for holding: 

(a ) one drinking -water bottle ; and 
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(b ) one tumbler for each person accommodated in the room . 
The rack may be fitted inside the cabinet for toilet requisites. Provided 

that a rack for holding a drinking -water bottle shall not be re 

quired in any room in which a supply of drinking -water is laid on ; 
( li) a wash -basin of vitreous china or nther equally hygienic and durable 

material, which shall be fitted with an efficient and hygienic discharge 
overside or to an enclosed tank wiih a suction pipe served by a 
mechanically operated pump; provided that a wash -basin shall not 
be required to be fitted in a sleeping room for petty officers if wash 

Ing accommodation is readily accessible from the sleeping room . 
( 3 ) In every slceping room in which more than one pctty officer or other rating 
Is accommodaied , cvery drawer , locker and wardrobe shall be fitted with a secure 
lock or hasp for a padlock . In every sleeping room in which only one petty officer 
or other rating is accommodated the locker or wardrobe shall be fitted with such 
a lock or hasp . 


( 4 ) Subject to the provisions of sub - rule (5 ) every sleeping room for officers 
ball be provided with the following equipment: 

( a ) For cachomcer accommodated in the room - - 
( i) at least three drawers with a total capacity of 10 cubic feet or as noar 

thereto as is practicable in the circumstances ; 
( ii ) a wardrobe at least 5 feet 6 inches in height and 460 square inches In 

internal sectional area ; 
( lil ) at least two coat hooks, in addition to any coat hooks fitted in the 

wardrobe ; 
( b ) A writing desk titted , if practicable, with drawers additional to the 

aforesaid drawers ; 
(c ) A chair with arm rests ; 
( d ) A settee at least 6 fcet in length or as near thereto as may be practicable 

in the circumstances, provided that the Central Government may 

permit the setteo to be dispensed with 
( i) if it is satisfied that a settee of adequate dimensions cannot be placed 

in the room without interfering with the comfort of the occupants ; or 
( ii ) in the case of a room which accommodates only one officer , 1 tho 

Central Government has consulted such organisations as appears 
to it to be represcntative of the class of officer concerned and is 
satisfied that a fully upholstered easy chair with closed arms ls pro 

vided in the room ; 
( e ) A mirror suitable for toilet purposes ; 
(1) A cabinet suitable for containing toilet requisites ; 
( 8 ) A rack suitable for holding 

(1) One drinking -water bottle, and 
(11 ) one tumbler for each officer accommodated in the room , 
The rack may be Atted inside the cabinet for toilet requisites. Providad 

that a rack for holding a drinking -water bottle shall not be required 

in any room in which a supply of drinking -water is laid on ; 
( h ) A wash basin of vitreous china or other equally hygienic and durable 

material, which shall be fitted with an efficient and hygienic discharge 
Overside or to an enclosed tank with a suction pipe served by a 
mechanically operated pump ; provided that a wash -basin shall not be 
required to be Atted in a sleeping room if washing accommodation is 

readily accessible therefrom ; 
(1 ) A splash plate or other means of protection for the wall above the wash 

basin , if any ; 
( ) A carpet runner of wool or similar material; 
(k ) Curtains Atted to each bed , unless the room accommodates only one 

officer : 
(1) Curtains Atted to each side scuttle, unless the side scuttle is Atted with 

blinds or jalousies ; 
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( m ) A book case in any room which accommodates a Chief Omcer , Chief 

Engineer or Second Enginecr, or in the cuse of a passenger shipa 

First Radio Officer ; and 
( n ) A book case or book rack in rooms which accommodate other officers. 
The Central Government may exempt any ship of under 400 tons from any 

of the requirements of clause ( a ) , ( b ) and clauses ( k ) to ( n ) {n 
clusive , of this sub - 1 ule to the extent that it is satisfied that compliance 

therewith is unreasonable or impracticable in the circumstances . 
( 5 ) Any of the equipment referred to in clauses (b ), ( c ) , ( d ) , ( m ) and ( n ) out 
Bub - rule (4 ) of this rule may be provided in a day room available for the sole use 
of the officers concerned, instead of in their sleeping room . Any of tho equipment 
referred to in clauses ( e ) to ( 1) Inclusive, of the said sub - rule may be provided in 
washing accommodation appropriated for the exclusive use of one oficer instead 
of in the sleeping room of that officer. 

(6 ) Şleeping rooms for apprentices shall, so far is is reasonable and practicable 
in the circumstances , be provided with the equipment (other than a book case ) 
referred to sub -rule ( 4 ) of this rule . Provided that any of the equipment referred 
to in clauses (b ) , ( c ) and ( d ) of the said sub - rule may be provided in a study for 
the sole use of the apprentices instead of in their sleeping rooms. 

( 7 ) Subject to the foregoing provisions of this rule all lockers , wardrobes , 
tables, desks, the un -upholstered parts of chairs and settees and similar furnishings 
provided in compliance with this rule shall be made of polished hardwood , rustproof 
metal or other smooth and impervious material not likely to crack , warp or become 
corroded . All furniture provided in siceping rooms shall be so made as not to be 
likely to harbour vermin . 


19 . Mess Rooms, — ( 1 ) In every ship to which these rules apply , unless the 
circumstances are such that no members of the crew are required to mess on board , 
mess rooms shall be provided for the crew and shall be of such dimensions as will 
be sufficient to accommorlate the greatest number of persons likely to use them 
at any one time. 

( 2 ) No mess room shall be combined with a sleeping room . The Central 
Government may exempt any ship of under 300 tons from tho provisions of this 
sub - rule if it is satisfied that compliance therewith is unreasonable or impracticable 
in the circumstances. 

( 3 ) In every ship of 500 tons or over , the mess rooms provided for ratings shall 
be separate from those provided for the Master of the ship or for othccrs . 

( 4 ) In every ship of 1 ,000 tons or over, a single mess room shall be provided for 
all olirers in the ship . Provider that the officers may be arcommodated in sparate 
mess rooms if their sleeping rooms are in widely separate portions of the ship . 

( 5 ) In every ship of 1, 000 tons or over , each of the following classes of ratings 
shall be piovided with m449 rnoras separate from those provided for the other 
classes : 

( a ) petty omcers of the dock department; 
(b ) petty officers of the engine room department; 
( c ) other ratings of the deck department; 
(d ) other ratings of the ongine room derartment . 


Subject to the provisions of sub - rule ( 1 ) , the Central Goverrnicnt muy perrnit 
the provision in any ship of combined mess rooms as follows : 

(1 ) for petty olllcers oĽ the deck and engine room departments; 
(ii ) for petty officers and other ratings of the same department; 
(iil ) for all ratings (other than petty offirers ) of the deck and engine room 

departments . 
Subject as aforesaid , the Central Government may further permit the provision 
in any ship of a single mess room for all petty otllcers and other ratings of all 
departments , if it is satisfied that such an arrangement is preferred either by the 
owner of the ship or by an organisation which appears to the Central Government 
to be most representative of owners of Indian ships, and by an organisation which 
appears to it to be most representativ . of the seamen , 
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(6 ) In every ship of 3 ,000 tons or over with a catering department of more than 
7 persons iness room shall be provided for ratings of the catering department which 
shall be separate from those provided for ratings of other departments , unless the 
Central Government permits a combined mess room for petty officers and other 
ratings of all departments in accordance with the provisions of sub - rule ( 5 ) . 

If in any other ship a separate mess room is not provided for ratings of the 
catering department, messing Accommodation shall be provided for them in mess 
rooins provided for other ratings . 

(7 ) Apprentices shall be provided with inessing accommodation in the officers 
mes & room . 

( 8 ) The Central Government may exempt any passenger ship from the require 
mçuts of this rule to the extent that it is satisfied that compliance therewith is un 
reasonable or impracticable in the circumstances . 


20 . Furniture and Fittings in Mess Rooms. - - ( 1 ) Every mess room forming part 
of the crew accommodation in a ship to which these rules apply shall be provided 
with sufficient tables to allow a space of at least 20 inches measured along the edge 
of a table , for each person likcly to use the room at any one time. Each table shall 
be al least 24 inches wide if seats are provided on both sides of the table , and at 
least 15 inches wide if seats are provided only on one side of the table . The table 
shall be of such size and so situated as to be rcadily accessible . 

( 2 ) Single chairs shall be provided in the mess room for each person using the 
room at any one time. Such chairs shall be Atted with arm rests unless chairs with 
arm rests are available in a recreation room for the persons using the mess room . 
Provided that settees may be substituted for chairs adjacent to a bulkhead or the 
ship s side. Such settees shall be at least 15 inches wide and shall be Atted with 
upholstered or padded seats covered with material impervious to dirt and moisture 
and shall be provided with comfortably shaped backs. If the mess is appropriated 
for use by officers or petty officers, whether or not together with other ratings , the 
backs of the setteęs shall also be padded or upholstered and shall be covered with 
Taterial impervious to dirt and moisture . 

( 3 ) Every mess room provided for persons who do not provide their own food 
shall be fitted with either: 
( A ) a storage locker or rack in either case capable of holding sufficient mess 

utensils for those persons, or 
( h ) a storage locker at least 15 inches by 15 inches by 12 inches in size for 

each of those persons. 
Every mess room provided for persons who provide their own food shall be Atted 
with a storage locker for each person which shall be of sufficient size to be capable 
of containing his mess utensils together with a supply of food sufficient for him for 
at least 7 days. All storage lockers provided in compliance with this sub - rule 
shall be adequately ventilated , and all storage lockers provided for one person shall 
be Atted with a lock or hasp for a padlock , and shall be so fixed as to clear the 
door by at least 1 foot . 

Provided that the lockers or racks may be Atted in a pantry , store room or other 
suitable place outside a mess room and readily accessible therefrom . No lockers or 
racks, being lockers or racks intended to contain food , shall be fitted in a sleeping 
room , not being a sleeping room combined with a mess room . 

( 4 ) A dresser , hot-press, sink and boller or other means from which boiling 
drinking water shall always be available shall be fitted in each mess room , unless 
such equipment is Atted in a pantry readily accessible from the mess room or, in 
the case of a ship of under 1 ,000 tons, in a galley . Such equipment shall be ade 
quate in size for the number of persons likely to use the room at any one time. 11 
In the case of a mess room provided for officers or petty officers the dresser is Atted 
in a pantry , a sideboard shall be provided in the mess room . A supply of fresh 
water shall be laid on to the sink and boller. The Central Government may 
exempt: 

(a ) any ship of under 1,000 tons from the requirement of a hot- press ; 

(b ) any ship of under 500 tons from any of the requirements of this sub -rule . 
( 5 ) Al tables , lockers , dressers and un -upholstered parts of chairs and sattees 
In the mess room shall be made of polished hardwood , rustproof metal or other 
smooth and impervious material not likely to crack , warp or become corroded . AL 
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furniture provided in the mess room shall be so made as not to be likely to harbour 
vermin . 

(6 ) The Central Government may exempt any passenger ship from the require 
ments of this rule to the extent that it is satisfied that compliance therewith is 
unreasonable or impracticable in the circumstances . 


21. Recreation Spaces and Studies . - ( 1 ) In every ship to which these rules apply , 
boing a ship of 3 ,000 tons or over employed otherwise than on a home trade voyage, 
a smoking room shall be provided for the recreation of the officers, and shall not 
be combined with a mess room . The smoking room shall be provided with tables 
each having a top approximately 4 square feet in area and with tub chairs or easy 
chairs suficient to accommodate at one time at least one- third of the number of 
omcers for whose use the room is provided and a book case . 

( 2 ) In every ship to which these rules apply , being a home trade ship of 300 
tong or over or a ship of under 3 ,000 tons regularly employed otherwise than as a 
home trade ship , the mess room provided for the officers shall be available and 
furnished for use as a smoking room , unless a separate smoking room is provided 
for their use . 

( 3 ) In every ship to which these rules apply , recreation accommodation shall be 
provided in a mess room or elsewhere for ratings and shall be conveniently situated 
and appropriately furnished . Where such accommodation is provided elsewhere 
than in a mess room , the seating provided shall be sufficient to accommodate at one 
time at least one- third of the number of ratings for whon that accommodation is 
provided 

( 4 ) If more than two apprentices are accommodated in one sleeping room in a 
ship to which these rules apply , a separate room shall be provided in the ship for 
their use as a study , unless another suitable place is avallable to them for purposes 
of study . 

(5 ) In every ship to which these rules apply , belng a ship of 500 tons or over , 
a buok case shall be provided for and shall be accessible to all members of the crew 

(6 ). In every ship to which these rules apply , space shall be provided on an open 
deck for the use of the crew for recreational purposes . The space shall be adequate 
in area ( in so far as the size of the ship allows) having regard to the number of 
persons in the crew . 


22 . Office Accommodation . - In every ship to which these rules apply , being a 
ship of 3, 000 tons or over, two separate rooms shall be provided for use as ofnces 
and shall be furnished for that purpose. One of such rooms shall be appropriated 
for use by the Chief Omcer, or the officers of the deck department, and the other 
for use by the Chief Engineer or for the officers of the engine room department. 
The office accommodation shall be in a room not used for any other purpose except 
study. Provided that an office appropriated solely for use by an individual officer 
may be combined with the day room of that officer . 


23. Washing Accommodation , - ( 1 ) In every ship to which these rules apply , 
each of the following classes of persons shall be provided with washing accom 
modation separate from that provided for the other classes : 

( a ) officers and apprentices; 
(b ) petty officers ; 

( c ) ratings other than petty officers , 
Provided that the Central Government may, in relation to any ship , permit any 
combination of the foregoing classes to be treated as one class for the purposes of 
this rule , if it is satisfied that the circumstances so require. 

( 2 ) The washing accommodation shall be situated close to the sleeping accom 
modation of the persons for whose use it is appropriated . Provided that part of 
the washing accommodation for ratings of the engine room department may be 
adjacent to the engine room and stokehold . 

( 3 ) Access to washing accommodation shall not be directly obtained from a mos 
room or a sleeping room and shall wherever reasonable and practicable in the 
circumstances be obtained from a passageway . Provided that access to washing 
accommodation may be obtained directly from not more than 2 sleeping rooms 
accommodating not more than 4 persons in all, if the washing accommodation is 
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approprlated for use solely by the person or persons accommodated in those sleep 
Ink rooms. 

( 4 ) The following equipment shall be provided in the washing accommodation 
for cach class of persons referred to in sub - rule ( 1 ) 

One bath or shower for every 8 persons ; 
one wash -basin for every 6 persons ; and 

one mirror guitable for toilet purposes for every persons, 
and each ot such classes shall be provided with at least one bath or shower and at 
leust one wash -basin . One additional bath or shower shall be provided for any of 
guch classes in which the total number of persons exceeds by 4 or more a multiple 
of 8 , and one additional wash -basin shall be provided for any of such classes in 
which the number of persons cxceeds by 3 or more a multiple of 6 . For the 
purposes of this sub -rule : 

( a ) a bath and shower combined shall be deemed to be only a bath ; 
(b ) no account shall be taken , in determining the number of baths and 

showers required of- . 
(1) any private bath or shower; or 
(ii ) the persons for whose use a private bath or shower is appropriated ; 
(c ) no account shall be taken , in determining the number of wash -basins 

required , of 
(1) any private wash -bagin ; or 
( ii ) the person for whose use a private wash -basin is appropriated ; 
( d ) a bath , shower or wash -basin shall be deemed to be private if it is 

appropriated for the cxclusive use of not more than four persons . 
The Central Government may exempt from any of the requirements of this 
sub - rule 

(1) any ship in which the crew number more than 100 ; 
( 11 ) any passenger ship engaged solely on voyages which are normally of less 

than 4 hours duration . 


(5 ) The wash basins shall be made of vitreous china or other material having a 
smooth and impervious surface not likely to crack , flake or become corroded . 
Ivory wash -basin provided in a passenger ship , being a basin fitted with hot and 
cold fresh -water taps, shall have a capacity of at least 1 gallon . Every other wash 
basin provided in compliance with the rules shall have a capacity of at least 15 
rallons. The capacity of wash -basins shall be measured for the purpose of this 
sub - rule to a level at least 11 inches below the rim of the bowl. 

( 6 ) Fivery bath shall be at least 4 feet 5 inchos in internal length unless it is 
combined with a shower. Every bath shall be made of vitrcous enamelled Iron , or 
other material having a smooth and impervious surface not likely to crack , flake 
or become corroded . The floor area of every shower space shall be at least 62 
square feet and each side of the space shall be at least 2 feet 6 inches long . 

( 7 ) Baths and showers provided for any class of persons shall be situated in or 
adjacent to a room containing wash -basins and provided for that class of persons. 
Screening shall be provided to ensure privacy for any bath or shower which is in 
the same room as any wash -basın or any other bath or shower unloss the room is 
appropriated for the sole use of one person . The screening shall be made of robust 
and opaque material, and shall be rigid on at least three sides of every bath and 
shower space . The screening shall, wherever reasonable and practicable in the 
circumstances , enclose sufficient space to permit a person to dress and undress in 
comfort therein . 

( 8 ) Every wash -basın , bath and shower shall be Atted with an efficient and 
hygienic discharge system and in particular , the waste pipes shall be fitted in a 
manner which will minimise the risk of obstruction and facilitate cleaning. Every 
shower space shall be provided with a handrall, a kerb and individual drainage . 
Every bath and shower space shall be provided with a grating of mat . 

( 9 ) Spring - loaded draw -off taps for hot and cold fresh water shall be fitted on a 
wall in every wash room provided for ratings, unless taps for hot and cold fresh 
water are fitted to each wash -basin In that room . Draw -off taps for cold salt water 
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shall be Atted in every such wash -room unless there are other adequate means of 
washing down the room . The Central Government may exempt any ship of under 
500 tons from the requirements of this sub - rule relating to hot water taps to the 
extent that it is satisfied that compliance therewith is unreasonable or impracticable 
in the circumstances . 

( 10 ) Nothing in this rule shall apply to the washing accommodation forming 
part of a permanent hospital, and for the purposes of sub - rule ( 4 ) thereof no 
account shall be taken of any wash -basin , bath or shower Atted in a permanent 
hospital, 


24 . Supply of water to washing accommodation . - ( 1 ) In every ship to which these 
rules apply there shall be available a supply of fresh water suficient for the wash 
basins, baths and showers fitted in compliance with these rules. The supply shall 
be provided from tanks of a capacity of at least 10 gallons for each member of the 
crew for each day likely to elapse between successive replenishments of the water 
or by other equally efficient mcans. If service tanks are fitted for that purpose 
they shall be directly connected with the ship s main washing water or drinking 
water storage. tanks. In ships of 1, 000 tons or over any pumping recessary for the 
supply of fresh water shall be by mechanical power . 

( 2 ) Hot and cold fresh water shall be laid on to all wash basins, bath , and 
showers fitted in compliance with these rules : Provided that 
( a ) in the case of a bath and shower combined , hot and cold fresh water 

shall be required to be laid on only to the bath or the shower, and 
( b ) hot and cold fresh water shall not be required to be laid on to wash 

basins provided for the sole use of ratings if it is laid on to spring 
loaded draw -off taps in the same room in accordance with sub -rule 

( 9 ) of rule 23. 
Cold fresh water shall be laid on to any wash -basins which are additional to 
those required by these rules and are fitted in sleeping rooms. 

( 3 ) The hot fresh water shall be at a constant temperature of at least 150°F . 
and shall be supplied by thermostatically controlled calorifiers or by other equal 
ly safe and efficient means. Every shower bath shall be provided with an anti 
scalding mixing valye which shall be adjusted so that the temperature of the 
shower -water ( whether salt or fresh ) can be varied by the person using a shower 
over the range of temperatures between the ambient temperature and a tempe 
rature of between 95°F . and 105°F . 

( 4 ) The Central Government may exempt any ship of under 500 tons from 
the requirements of this rule relating to the supply of hot water to the extent 
that it is satisfied that compliance therewith is unreasonable or impracticable in 
the circumstances . 


25 . Sapply of Drinking Water, -- ( 1 ) In every ship to which these rules apply , 
a supply of drinking water shall be provided in the crew accommodation from 
tanks of an adequate capacity for the purpose having regard to the number of 
persons in the crew and the time likely to elapse between successive replenish 
ments of the water , or by other equally efficient means. If service tank , are 
fitted for that purpose they shall be directly connected with the ship s main 
drinking water storage tanks. In ships of 3 , 000 tons or over , any pumping 
necessary for the supply of drinking water in the crew accommodation shall be by 
mechanical power . 

( 2 ) Cold drinking water shall be laid on to taps in the galleys and pantries , 
and in the mess rooms provided for those members of the crew for whose use 
and service pantries are not provided . 

( 3 ) In every shịp to which these rules apply being a ship of 1, 000 tong or over 
employed otherwise than as a home- trade ship , means shall be provided whereby 
the crew shall obtain access to drinking water which has been cooled by passing 
through a cooling - tank or by other sultable means. 


28 . Laundry Fachutes, etc. - ( 1 ) In every ship to which these rules apply , 
being a ship of 600 tons or over, washing troughs or other suitable facilities shall 
be provided to enable the crew to wash their clothes , and shall be adequate 
in size and sufficient in number for that purpose. Such troughs shall be made 
of or coated with hygienic and durable material having a smooth and impervious 
surface not likely to crack , flake or become corroded . The troughs or other 
facilities shall be situated in a room appropriated for use only as a laundry : 
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Provided that the troughs or other facilities may he situated in the crew s wash 
ing accommodation if the provision of a separate laundry is unrea onable or 
impracticable in the circumstances . The troughs or other facilities shall be pro 
vided with an adequate supply of hot and cold fresh water , and shall be so 
arranged as to discharge overboard or in o an enclosed tank scrved by a mecha 
nically operated suction pump . 

( 2 ) In every ship to which these rules apply , rooms for drying the crow s 
clothes shall be provided and shall be separate from sleeping rooms, mess rooms, 
recreation rooms, oflices , storc looms, galley , pantries and hospitals and shall 
be fitted with racks or rods with suficient space having regard to the number 
of persons in the crew and the duration of the voyages on which the ship is 
intended to be engaged . The heating of such rooms shall be capable of being 
controlled independently of the heating of any other space in the ship . The 
exhaust ventilation of such rooms shall be independent of the ventilation of all 
other spaces unless it is provided by a trunked mechanical ventilation system : 
Provided that in ships of under 500 tons drying cabinets or other suitable facili 
ties may be substituted for a drying room . 

( 3 ) In every ship to which these rules apply , adequately ventilated compart 
ments or Jocker s shall be provided for hanging oilskins and working clothes used 
by the crew . Separate compartments or lockers shall be provided for officers 
and ratings . The coinpartments or lockers shall be situated outside the sleeping 
rooms of the crew in a position readily accessible therefrom . The Central Govern 
ment may exempt any ship of undei 500 tons from any of the requirements of 
this sub - rule . 


27. Water Closets.- - ( 1 ) In every ship to which these rules apply , each of 
the following classes of persons shall be provided with water closets separate 
from those provided for the other classes: - 

( a ) officers and apprentices ; 
(b ) petty officers; 

(c ) ratings other than petty officers : 
Provided that the Central Government may, in relation to any ship , permit 
any combination of the foregoing classes to be treated as one class for the pur 
poses of this rule if it is satisfied that the circumstances so require . 

( 2 ) ( a ) One water closet shall be provided for every 8 persons in cach of 
the classes as aforesaid and each of such classes shall be provided with at least 
one water closet. One additional water closet shall be provided for any of such 
classes in which the total number of persons exceeds by 4 or more a multiple 
of 8 : 
Provided that 
(1 ) in determining the number of water closets required by this clause 

no account shall be taken of 
( a ) any private water closet ; or 
( b ) the persons for whose use a private water closet is appropriated ; 


( ii ) if the number of persons in any class exceeds 100 , the number of water 

closets provided for that class shall be the greater of the following: - 
( a ) 13 , or 
( b ) 10 . together with 4 per cent of the number of persons, in excess 

of 100 , calculated to the next following whole number. 
For the purpose of this clause a water closet shall be deemed to be private 
if it is appropriated for the sole use of not more than 4 persons. 

The Central Government may exempt from the requirements of this clause 
any passenger ship engaged solely in voyages the normal duration of which does 
not exceed 4 hours . 

( b ) In addition to the water closets required by clause ( a ) , there shall be 
provided such number of water closets , if any, as is required to increase the 
total number of water closets provided for the crew to the following gcale : - 

In ships of 300 tons and over but under 800 tons 
In ships of 800 tons and over but under 3,000 tons 
In ships of 3 ,000 tons and over 
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( c ) 11 determining the number of water closets required by this sub - rule , 
no account shall be taken of any water closet forming part of a permanent 
hopital. 

( 3 ) The water closets shall be situated close to the sleeping rooms of the 
per :10nk for whom they are provided , and in particular, a water closet shall be 

ituated close to the sleeping rooms of any radio officers in the crew if such 
sleeping rooms are in a position remote from other sleeping rooms. 

( 4 ) I the entrance to a water closet is from an open deck , the entrance shell, 
if practicable , be properly screened , 

( 6 ) If the mcans of entry into water closets forming part of the crew accom 
modation is from a passageway leading to other parts of the crew accommoda 
tion , a lobby shall be provided at the entrance of the water closet , or where 
a lobby is not practicable , a self - closing door . Any doors between a water closet 
and a passageway shall be close Atting and without apertures. The Central 
Government may exempt any ship from the requirement that the doors shall 
be close fitting and without apertures to the exieni that it is satisfied that the 
exhaust ventilation arrangementy from the water closet render compliance there 
with unnecessary . 

( 0 ) Access to water closets shall not be obtained directly from a moss room 
or sleeping room : Provided that access to a water closet may be obtained direct 
ly from not more than two sleeping rooms together accommodating not more 
than four persons. If the persons so accommodated are three or four in number , 
We water closet pedestal shall be so screcned as to ensure privacy . 

( 7 ) Every water closet shall be completely enclosed by bulkheads and shall be 
provided with exhaust ventilation directly to the open air or to another water 
closet which is provided with ventilation directly to the open air : Provided 
that a water closet may be separated by a partition consisting of steel or other 
opaque and rigid material open at top and botton from 

( a ) another water closet, 
( b ) a urinal, or 
( c ) washing accommodation if the water closet is served by a trunked 

mechanical ventilation system which cffectively removes odours 

theretrom , 
( 8 ) Every water closet shall be so constructed as to facllitate cleaning and 
not to barbour dirt or vermin , 

( 0 ) Subject to the provisions of sub - rule ( 10 ) of this rule , every water closet 
shall be provided with the following: - 


( a ) a water closet pedestal of single type with 

( i) a pan of white vitreous china or other suitable material: 
( ii) a seat of polished hardwood or other suitable material, with an 

opening of 4 inches at the front; 
( iii ) a trap with a metal inspection plate ; and 
( lv ) an efficient ventilator connected to the out- let; 
(b ) an adequate flush of water , which shall be always available and sup 

plied through self - closing non - concussive supply valves with a port 

able seating in metal which is not likely to become corroded ; 
( c ) a soil pipe not less than 4 inches in diameter, so constructed as to 

facilitate cleaning and minimise the risk of obstruction ; the pipe shall 
have a direct overboard outfall Atted with a storm - valve , unless it 
is connected with a main scwage outfall by an efficient and hygienic 

system ; 
( d ) a device for holding toilet paper ; 

( e ) a hand rail or grip . 
( 10 ) Every water closet provided for the exclusive use of ratings may be 
Grouped into batteries and shall be designed and equipped in a manner suited 
to their habits and customs, and in particular , shall be provided as follows: 
( a ) Each battery of water closets may consist of any number of separate 

compartments contained in properly constructed steel house with a 
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minimum height of 6 B " from top of foot holds to the under side 

of beams. 
(b ) The separate compartments in each battery shall be not less than 3 g 

in length by 3 0 " in widih . Each such compartment shall have a 
separate entry fitted with a door with two shutters opening inwards 
which can be secured from the inside. The door need not extend 
to the full height of the compartment, but it should not be less than 
4 " in height and 2 0 " in width and the vertical height of the 
opening at the bottom must not cxcced 4 " . The divisional bulk 
hoads between the compartments should extend to a height of within 
l U of the deck overhead and may also be opened at the bottom 
to the same extent and should be fitted with suitable hand grips . 
There shall be an enclosed passageway leading to the compartments 

of not less than 2 6 " in breadth . 
( c ) Where convenient the floor of the compartment shall be raised to a 

height Jevel with the top of the pan by means of a filling of cement 
or other similar material; or any other equivalent arrangement. If 
this meihod is adopted , the floor shall have a light declivity on all 

sides running down towards the pan , 
( d ) Every compartment shall be properly ventilated to the satisfaction 

of the Surveyor by means of ventilators of such openings as will 

not interfere with privacy . 
( e ) Adequate lighting , either natural or electric , shall be provided to the 

satisfaction of the Surveyor , at all times during day and night. 
(f ) The pans should preferably be made of white vitreous china or other 

suitable inaterial. They shall be of an approved pattern complete 
with foot holds designed to prevent slipping. The orifice at the 
top of the pan shall be not less than 16 " in length and not less 

than g in width , The pan shall be placed as low as practicable . 
( g ) An arrangement which automatically flushes the pan at intervals not 

exceeding 5 minutes and a continuous trickle of water . 
( h ) A soil pipe such as is referred to in clause ( e ) of sub -rule ( 9 ) pro 

vided with a metal inspection plate and sufficient ventilation . 
(1 ) Each battery shall be provided with a tank to supply fresh water 

from the service stands for ablution purposes . 


The Central Government may exenipt any ship from the requirements of 
this sub - rule if it is satisfied that the water closets provided for the aforesaid 
ratings comply with the requirements of sub - rule ( 9 ) of this rule and have 
been properly adapted so as to be suited to their habits and customs. 


(11) The provisions of this rule shall not apply to water closets forming part 
of a permanent hospital. 


28 . Galleys .- ( 1 ) Every ship to which these rules apply , shall be provided 
with a galley for the preparation of food for the crew , unless the circumstances 
are such that no members of the crew are required to mess on board . 


( 2 ) The galley shall be situated as ncar as may be to the mess rooms pro 
vided for the crew and any necessary equipment shall be provided to enable 
food to be served in the mess rooms under all weather conditions. 


( 3 ) The galley shall be situated in a position which will prevent, as far as 
is practicable , the entry into the galley of coal dust from coal chutes or bunler 
hatchways. 


( 4 ) There shall be no direct opening between the galley and any sleeping 
room . The Central Government may excmpt any ship of under 500 tons from the 
requirements of this sub - rule. 


(5 ) Any galley situated on an open deck shall be provided with weather doors 
which are horizontally divided into halves, so that the upper hall can be opened 
Independently of the lower half, if such a division is necessary for the lighting, 
ventilation or privacy of the galley or for the service of food therefrom . 


( 6 ) Every galley , shall , so far as is reasonable and practicable , be lighted by 
natural lighting from all the sides and from overhead . 
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( 7 ) Every galley shall be provided with at least three fixed points for artificial 
lighting , one of which shall be situated close to a cooling range requlred by this 
rule . The Central Governinent may cxempt any ship of under 1, 000 tons from 
the requirements of this sub - rule , 

( 8 ) If the galley is situated on an open deck , openings shall be cut in the sides 
and ends of the galley for ventilation purposes and shall be fitted with dust 
light shutters made of steel or other suitable material and permanently attached 
to the structure of the gallcy. The Central Governnient may exempt any ship 
from the requirements of this sub - rule if it is satisíied that compliance thereu ith 
is unreasonable or impracticable in the circumstances , 

( 9 ) Every gallcy shall be provided with exhaust fans which will draw off fumes 
from the cooking appliances therein and discharge the fumes into the open air . 
The Central Government may exempt from the requirement of this sub - rule 

( a ) any ship of under 1,000 tons; 
(b ) any other ship , if the Central Government is satisficd that the galley 

is so situated that the fumes therefror can discharge only into the 

open air . 
( 10 ) The floor of the galley shall he provided with gutters and with scuppers 
which shall be led overboard or to an enclosed tank served by a mechanically 
operated suction pump. The position and number of the gutters and scuppers 
shall be such as will ensure the efficient drainage of the floor, 

(11) The cooking appliances in the galley shall be arranged in a manner which 
will facilitate the cleaning of tho galley . 

(12 ) All cupboards and dressers in the galley shall be made of material which 
is impervious to dirt and moisture and can easily be kept clean , All metal 
parts of the cupboards and dressers shall be rustproof. The cupboards and 
dressers shall be so made as not to be likely to harbour dirt or vermin , The 
bottoms of all, cupboards and dressers in the galley shall either be flush with the 
deck or shall be so fitted as to enable the deck space beneath them to be readily 
accessible for cleaning. 

( 13 ) Every galley shall be provided with such equipment as will enable tood 
in sufficient quantity to be properly and readily prepared for the persons whom 
the galley is intended to serve, and the cooking utensils to be hygienically 
cleansed . 
( 14 ) Without prejudice to the generality of the last preceding sub - rule : 
( a ) Every galley shall be provided with one or more cooking appliances 

with : - 
( 1) a total oven capacity , suitable for roasting and baking, of at least 1 

cubic foot , and 
( ii) an area of range top -plate or boiling table , amounting, to at least 1 / 3 

square foot for each person whom the galley is intended to serve . 
The Central Government may exempt any ship from any of the 
requirements of this clause in so far as they relate to cooking ap 
pliances in galleys intended to serve more than 60 persons, or to 
the area of any top -plate or boiling table in which electricity or 
heat- storage is employed , or to the area of any appliance which the 

Central Government is satisfied is of unusual design ; 
( b ) Every galley shall be provided with at least the number of ovens and 

fre - grates specified in the following table : - 


Number of oyong 


Number of fire - grates 


Number of persons whom the galley 

is intended to serve 


Not more than 20 . . . . 
More than 20 , hat not more than 30 . 

More than 30 , but not more than 60 . 
Mithin oo . . . . . 
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Provided that no Are- grate shall be required in a galley Atted only with 

electric or gas cooking appliances , The Central Government may 
exempt any ship from the requirement of a second fire -grate if it is 
satisfied that adequate heat is readily available from one fire - grate 
and that adequate provision of spare parts is made for such grate 

and for any equipment necessary for its proper operation . 
(c ) The top plate of every cooking range shall be at a height which will 

enable it to be conveniently used by a person of normal height 
standing on the foor of the galley , unless a separate builing table is 

provided at such a height. 
The Central Government may exeinpt any ship from any of the requirements 
of this sub - rule , if it is satisfied that compliance therewith is unnecessary by 
reason of the voyages on which the ship is intended to be engaged or the habits 
and customs of the persons whom the galley is intended to serve . 

( 15 ) Salt water taps shall not he Atted over a sinlc in any galley or other place 
in which food may be prepared for the crew . Hot and cold fresh water shall 
be laid on to a sink in the galley for washing -up purposes . A connection shall be 
provided on a water pipe within the galley and shall be suitable for connection 
of a hose wi h which the ficou may be scoured . 


29 . Dry Provision Rooms. - ( 1 ) In every ship to which these rules apply , not 
being a ship in which cach member of the crew provides his own food , one or 
more store rooms shall be provided for the storage of dry provisions for the crew . 
Such rooms shall be Atted with sufficient shelves , cupboards und bins having 
regard to the maximum period likely to clapse between Sliccessiv . replenishments 
of stores and to the maximum number of persons l ur " hom food is to be served . 

(2 ) Every dry provision store room shall be enclosed by hulkheads constructed 
of steel or other suitable material. 


( 3 ) Access to every dry provision store room shall be obtained from a passage 
way , galley , pantıy or another store room , or from a position on an open deck 
which , in so far as is reasonable and practicable in the circumstances , shall be a 
protected position . 


( 4 ) Every cry provision store room shall be so situated , ronstructed and venti 
lated as to avoid deterioration of the storos through heat, draught, condensatiori 
or infestation by insects or vermin . 

(5 ) Without prejudice to the generallty of the for: going sub - rule , no dry 
provision store room shall be situul d uver a boiler room or any other 
space in which heat is generated , or shall adjoin a gelley or marhinery casing . 

Th Centr il Guverndent my excmpt my shi from the requirements of this 
sub - rule if it is satisfient tant compliance herewith is unreasonable or impiactic 
abl. in the crimstanres, and that the liv " vi: 1012 Stora room is adequately 
insulated . 


16 ) No part of a dry provision stone rom shall he used for the storage of 
bedding or textiles. 


50 . Cold store roures and Refrigerating Equinment ( 1 ) In cvery ship to which 
these ruins apply , being a ship regularly erployed otherwise than is a homo 
trorle ship , refrigerating equipment and cold store rouins shall be provided and 
shall b , havini icgard to the prriod likely to clipse liet een successive relenish 
ments of stores, adequntc for the stor 797 (If Trishablc provisions for the crew . 
The Central Government may eximit my chip of under 1 ,000 tons from the 
requirements or this sub -rule If it ly satisfied that the ship is provided with ade 
quate allanati : quam ut for the storage of perishable provisions. 


( 2 ) Acress in every cold store room shall be ohtiince from a passageway, galley 
or pantry or from another store room . 


( 3 ) Retriger ating machinery in rvhich mcthyl chloride is intended to be used 
(whether or not intended to cool any spice in the crew accommodation ) shall not 
he gituated in the crew accommodation except in a atore room or in a spac ? ap 
propriated solely to that machinery . The store room or other space in which 
the machincry is situated shall be so constructed as to be gastight where it abuts 
upon other parts of the crew accommodation and shall be adequately ventilated 
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by at least two ventilators to the open air , one of which shall be fitted with an 
exhaust fan and shall have its inlet near the bottom of the room or space . The 
motor of the tan and the electrical connections thereto shall be enclosed in a 
spark -proof case . Access to such store room or space shall, wherever practicable , 
be by means of a hinged door from an open deck . If the door cannot be arranged 
otherwise than to open on to a passageway or other space frequented by members 
of the crew , the door shall be spring- loaded , jointed and gastight, 

(4 ) Every exposed pipe which may contain methyl chloride or other toxic 
or Inflammable gas shall be adequately protected from damage. 


31. Hospitals . - ( 1 ) Every ship to which these rules apply , being a ship (other 
than a lug ) which is intended to be at sea on any occasion for a continuous period 
of more than 3 days with a crew of 15 or more persons , shall be provided with a 
Space appropriated for use is a permanent hospital for the crew . The space 60 
appropriated shall not at any time be used for any purpose other than for the 
treatment of sick persons. The Central Government may exempt from the re 
quirement of this sub - rule any ship engaged only on the coasting trade of India , 


( 2 ) In every other ship to which these rules apply , a room shall be appro 
priated for use , when necessary , as a temporary hospital. When such room is 
In use as a hospital it shall not be used for any purpose other than the treat 
ment of sick persons , The Central Government may exempt any ship from the 
requirements of this sub - rule if it is satisfied that compliance therewith is un 
necessary in the circumstances . 


( 3 ) Every hospital, whether permanent or temporary , shall be situated in a 
position which will ensure the greatest possible quiet and comfort for the patients . 
The hospital shall be readily accessible , and , in case of a ship not carrying a duly 
qualified medical practitioner or duly qualified nurse excluslyely so employed as 
a member of the crew , shall be so situated as to be easily accessible from the 
sleeping accommodation of the Master of the ship or of a person appointed by 
the Master to take charge of the patients . The hospital shall be so situated as 
to facilitate the proper treatment of patients in all weathers . 

(4 ) The minimum width of the entrance to every permanent hospital shall be 
30 inches or as near thereto as is practicable in the circumstances. The hospital 
shall be so arranged that a strctcher can easily be carried into the hospital and 
placed alongside at least one single -ticr bed therein , 


(5 ) The floor- covering in every permanent hospital shall, as far as is practic 
able , be free from joints , 


(6 ) Every permanent hospital shall include a hospital ward Atted on at least 
two sides with side scuttics at least 12 Inches in diameter . The side scuttles shall 
be capable of being opened . Provid . d that, if it is not prarticable to fit a gide 
scuttle on two sides of the hospital ward , a sky - light, capable of being opened 
and of as large a size as is practicable , may be substituted for a side scuttle on 
one side of the ward . All side scuttles in the hospital, and any sky - light therein 
which is exposed to the direct rays of the sun , shall be provided with curtains , 
blinds or jalousies . The Central Government may exempt from the requirements 
of this sub - rule : 


( a ) any ship of under 1,000 tons; 
(b ) any other ship , if it is satisfied that the permanent hospital therein is 

fully airconditioned or served by a trunked mechanical ventilation 
system , 


( 7 ) In addition to any mechanical ventilation required by rule 12, every perma 
nent hospital shall be provided with adequate natural supply and exhaust ventila 
tion to the open air by means of ventilators Independent of the ventilators provid 
ed for any other space in the ship . The Central Government may exempt any 
ship from the requirement of this sub - rule If It is satisfied that compliance there 
with is unreasonable or impracticable in the circumstances . 


( 8 ) Every permanent hospital shall be provided with an electric fan , unless 
it is served by a trunked mechanical ventilation system , 

( 9 ) Any radiators in a permanent hospital shall be installed as far as is pract 
cable from the heads of beds. 
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( LQ) In addition to the lighting required by rule 11 every permanent hospital 
shall be provided with a portable electric lamp and with accessories Haare 
necessary 

( 11 ) In every ship which is required by this rule to be provided with a perma 
nent hospital , at least one bed shall be provided in a hospital ward for every 50 , 
or fraction of 50 , members of the crew . The Central Government may exempt 
from the requirement of this sub - rule any ship carrying more than 300 persons, 
to the extent that it is satisfied that compliance therewith is unreasonable or 
Impracticable in the circumstances , 

( 12 ) At least one single - tier bed shall be provided in a ward in every perma 
nent hospital The bed shall, if practicable , be so arranged as to be accessible 
from both sides and from the foot. If any beds in the ward are arranged in 
double ticrs, the upper tier shall be hinged or removable , Subject to the fore 
going provisions of this sub - rule , the provision of sub - rules ( 2 ) to (9 ) (a ) both 
inclusive and sub -rule ( 10 ) of rule 17 shall apply to hospital beds as they apply 
to beds in a sleeping room . 

( 13 ) In every ward in a permanent hospital one of each of the following 
Items of equipment shall be provided for each bed in the hospital ward and 
shall be within reach of that bed : - - 
( a ) a locker approximately 1 foot square by 2 teet high , and fitted with 

a flat top and a shelf ; 
( b ) a water bottle ; and 

( c ) a tumbler . 
( 14 ) In cvery ward in a permanent hospital, the following items of equip 
ment shall be provided : 
( a ) seats adequate in number , having regard to the number of beds in 

the ward ; 
( b ) a clothes locker additional to that required by sub -rule (13) and com 

plying with the specifications set forth in clause ( a ) ( 11 ) of pub - rule 

( 1 ) of rule 18 ; 
( c ) a box cover which will conceal a bed -pan ; and 
( d ) electric bell - pushes so arranged as to be within reach of each bed and 

communicating with the sleeping room of a person in chargo of 

the patients. 
( 15 ) A wash -basin having a capacity of at least 17 gallons shall be atted 
in every permanent hospital. In ships of 5 ,000 tons or over a bath at least 
4 feet 5 inches in internal length shall be fitted in washing accommodation form 
ing part of the hospital and adjacent to the hospital ward . The wash -basin and 
bath shall be made of or coated with hygienic and durable material having a 
smooth and imperyious surface not likely to crack , flake or become corroded . 
They shall be fitted with an efficient and hygienic discharge system separate , 
if practicable , from any other discharge system in the ship and in particular the 
waste pipes shall be Attori in a manner which will facilitate cleaning A supper 
of at least 2 inches in diameter shall be fitted in the lowest part of any room 
(other than a ward ) which contains such wash -basin or bath . The Central 
Government may exempt any ship from the requirement of a bath in the perma 
nent hospital, if it is satisficd that compliance therewith is unreasonable or 
impracticable in the circumstances. 

( 16 ) ( a ) A water closet pedestal shall be fitted as part of every permenant 
hospital. 

( b ) The water closet pedestal shall be fitted either in a water closet or in 
washing accommodation forming part of the hospital. 

( c ) Access to the water closet pcdestal ( or washing accommodation , as the 
case may be ) shall be obtained directly from the hospital ward or from a lobby 
forming part of the hospital. The Central Government may exempt any ship 
from the requirement of this clause if it is satisfied that compliance therewith 
is impracticable in the circumstances , and that the water closet forming part of 
the hospital is situated sufficiently near to the ward . 

( d ) The room in which the water closet pedestal is installed shall be provided 
with a gastight selt - closing door unless it is served by a mechanical gyetem or 
exhaust ventilation , and shall be so constructed as to facilitate cleaning and not 
to harbour dirt or vermin . 
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( e ) Such room shall be ventilated in the manner specified in sub - rule ( 7 ) 
of rule 27 and shall comply with the requirements of sub - rule ( 9 ) or ( 10 ) of 
the said rule , whichever shall be applicable in the circumstances . 

( 17 ) The Central Government may exempt any ship of under 500 tons from 
any of the requirements of this rule . 


32. Medical Cabinet. - ( 1 ) In every ship to which these rules apply , a medical 
cabinet shall be provided in a position adjacent to the permanent hospital, if any, 
required by rule 31 or near to the sleeping room of the person in charge of sick 
persons on board . The medical cabinet shall be fitted in a position in which 
it will remain dry and which is remote from all sources of heat . 

( 2 ) The medical cabinet shall be of a size, design and construction suitable 
for storing the medicines, medical stores and book of instructions provided in the 
ship for the benefit of the seamen on board . In particular , the medical cabinet 
shall be provided with the following: - 

( a ) an outer door fittel with an efficient lock ; 
(b ) an inner cupboard fitted with a door and a lock which shall be incapa 

ble of being opened by the key to the lock refcrred to in clause 
( a ) of this sub - rule ; such inner cupboard shall be used solely for 

the storage of poisonous drugs ; 
( c ) Shelves so constructed as to facilitate the identification of medicines 

stored thereon ; 
( d ) a dispensing counter or dispensing table ; in either case, with a urface 

which can easily be kept clean ; 
( e ) at least two drawers suilable for the storage of medical stores and 

used solely for that purpose ; 
( f ) ſittings which will enable hot water bottle . to be carried in a hanging 

position ; 
( g ) a rack suitable for holding devices for measuring medicines ; 
( h ) a book containing readily understandable instructions for the use of 

medicines and medical s ores provided for the crew , unless the ship 

carrici a duly qualified mr.diral practitioner as a member of the crew . 
The Central Government may exempt any ship from the requirements of this 
sub - rule to the cxtent that it is satisfied that compliance therewith is impracti 
cable , having regard to the size or intended service of the ship . 

( 3 ) The medical cabinet shall be lighted by an electric light which shall be 
inside or immediately outside the cabinet and which will enable all the contr-nts 
of the cabinet to be clearly seen in the absence of light from any other soule, 

( 4 ) The medical cabinet and the place in which it is tied shall has so venti 
lated as to avoid deterio . ation of the contens of the abinet, 

(5 ) The Cential Gov - ment may exempt from any of the requirments of 
this rule any ship of under 500 tons being a ship engaged only on the coasting 
trade of Inrii ? , [ it is stisfied tha complianre therewith is unrrangiable or 
impracticable in the circum : tances . 

33. Protection from Mosquitoes.- ( 1 ) In ev ry ship to which these rules apply , 
boing a ship regularly cagaged on voyagcs to any port to which this rule rulates, 
the crew accommodation , other than galleys, store rooms and recreation Sports 
on the open denk shall be provided with protrction Arrain :1 the adini sio . of 
mosquitoes . Such protration shall be provided by means of SIH817 of rust 
prunt wire or other suitable material which shall be fitted to all sirie sout les, 
natural ventilators, skyliyhts and doors leading to the open deck , 

( 2 ) Any door to which such screens are fitted , being a door at the entrance 
10 a pernianant or temporary hosnital in a ship to whirl these rules apply , shall 
be of a self - closing type , 
( 3 ) The ports to which this rule relates are the following: 
( a ) Ports between 20° North latitude and 20° South latitude on the coa ts 

of 
(i ) Africa , excluding Port Sudan and Massawa ; 
( ii) Asia , including the East Indian Archipelago And the Philippine 

Islands, but excluding Aden , Bombay, Madras , Vizagapatam , 
Colomho , Trincomalee, Singapore , Penang and Port Swettenham ; 
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( iii) New Guinea, New Britain , New Ireland , Now Hebrides and the 


Solomon islands. 


(b ) Ports on the coasts of Malagascar, 


34. Maintenance and Inspection of Crow Arcommodation . — ( 1 ) The crew 
accommodation in cycry ship to which these rules apply , shall be maintained 
in a clean and habitablc condition and all cquipment and installations required 
by these rules shall bn naintained in good working order . Every part of the 
crew accommodation (not being a store room ) shall be kept free of stores and 
other property not belonging to or provided for the use of persons for whom that 
part of the accommodation is appropriated , and in particular , no cargo shall be 
kept in any part of the crew accommodation . 


( 2 ) The Master of the ship or an officer appointed by him for the purpose 
shall inspect every part of the crew accommodation at least once in every ten 
days and shall be accompanied on the inspection by one or more members of 
the crew The Master of the ship shall cause to be entered in a hook specially 
kept for the purpose a record of: 

( a ) the time and date of the inspection ; 
(b ) the names and ranks of the persons making thc inspection ; 
( c ) particulars of any respects in which the crew accommodation or any 

part thereof was found by any of the persons making the inspection 
not to comply with these rulcs. 


35 . Inspection by a Surveyor. — The new accommodation in every ship 
which these rules apply shall be inspected by a surveyor whenever : 


to 


( a ) the ship is registered or re - registered , in India ; 
( b ) any part of the crew accommodation in the ship undergoes substantial 

alterations or repairs; 


( c ) the number of persons accommodated in any sleeping room is increased 

above that marked in accordance with sub - rule ( 1 ) of rule 15 ; 


( d ) in the opinion of a survcyor, there is reason to believe (whether or 

not in consequence of a complaint) that any of the provisions of these 
rules has been contravened in respect of that ship , or that any con 
dition subject to which the Central Government has exempted the 
ship from a requirement of these rules has not been satisfied ; 


( e ) a request for an inspection of the crew accommodation has been made 

to the Central Government or to a competent authority by or on 
bchalf of the owner of the ship or of any organisation which appears 
to the Central Government to be most representative of the owners 
of Indian ships or of the seamcn concerned ; or 


( f) a complaint has been lodged with an officer duly authorised under 

section 176 of the Act and complies with the following require 

ments : - - 
( i) the complaint shall be in writing, signed by the Master or three or 

more members of the crew ; 
( ii) the complaint shall specify the respects in which it is alleged that 

the crew arcommodation in the ship does not comply witli these 

rules ; 
( iii) the complaint shall be lodged without undue delay; 
( lv ) the complaint shall be lodged at least 24 hours before the ship is 

due to sail, unless the ship is in port for less than 24 hours. 
36 . Fees .- - The fees for inspection of crew accommodation shall be: 
For each visit to the ship 

. . Rs. 32 / 
Maximum fee 

. . Rs. 128 / - ; 
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Provided that no fee shall be payable in respect of an inspection made : -- 

( a ) whun the ship is registered , re -registered or re -measured ; or 
(b ) in pursuance of clause ( f ) of rule 35, if the Central Government is 

satisfied that the inspection was made in consequence of an unjustif 
ed complaint. 


37 . Accommodation shared with Passengers . - ( 1 ) No accommodation provid 
ed in compliance with these lules shall be used , or appropriated for use, by 
passengers. No galley or store room provided in compliance with these rules 
shall be used , or appropriated for usc , for the preparation or storage of food for 
passengers. 

( 2 ) The Central Government may exempt any ship from the requirements 
of these rules , not being requirements relating to slceping rooms, or office accom 
modation , to the extent that it is satisfied that accommodation equal or superior 

in standard to the accommodation required by these ruleg is available for the 
use or service of the crew in common with passengers . 
38 . Additional Exemptions. - ( 1) The Central Government may exempt : 

( a ) any ship while under construction ; 
(b ) any ship while undergoing trials; 
( c ) any tug ; 

( d ) any other ship to which these rules apply ; 
from the requirements of these rules to the extent it is satisfied that compliance 
therewith is unreasonable or impracticable in the circumstances . 

( 2 ) The Central Government may, after consultation with such organisation 
or organisations in India as it may consider to be most representative of the 
employers of seamen and of seamen , exempt any ship from any of the require 
ments of these rules if it is satisfied that corresponding advantages are provided 
in the ship so that the crew accommodation , considered as a whole . is equivalent 
or superior in standard to that required by these rules . 


FIRST SCHEDULE 
[ See rules 2 ( 1 ) ( m ) and 12 ( 3 ) ] 

Trunked Mechanical Ventilation System 
1. The trunked mechanical ventilation system referred to in clause ( m ) of 
sub - rule ( 1 ) of rule 2 and sub - rule ( 3 ) of rule 12 of these rules ( in this Schedule 
referred to as " the system " ) shall in relation to the spaces specified in the second 
column of Table I annexed hereto , be capable of the respective standards of 
performance, specified in the third or fourth column of that Table , whichever 
standard shall be the higher in the circumstances . Provided that nothing in 
Table I shall be taken to relate to a space specified in the second column ot 
Table II annexed hereto . 

2 . The system shall in relation to the spaces specified in the second column 
of Table II, be capable of the respective standards of performance specified in 
the third and fourth columns of that Table . 

3 . If any store room is served by a fan which provides warmed air for any 
other spaces , the store room shall be provided with ventilation trunking separate 
from that serving such other space. 

4 . The clear area of the cxhaust openings provided in conjunction with the 
system shall be sufficient to ensure that the velocity of alr at each exhaust open 
Ing does not exceed 1, 000 feet per minute when the system is in operation , 

5 . The speed of eyery supply fan forming part of the system shall be capable 
of being varied where direct current motors are used . 

6 . The system shall be quiet in operation . 

7 . All trunking forming part of the system shall be provided with non - return 
flaps where such flaps are necessary for the exclusion of effluvia and the preser 
vation of the health of the crew . 

8 . If the system is designed to circulate heated air as the sole means of heat 
ing the crew accommodation , the system shall be sub - divided into sections which 
can be separately controlled to the extent necessary to enable a comfortablo 
temperature to be maintained in all parts of the crew accommodation . 
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TABLE I 


Fresh air 

changes 
per hour 


Category 


Space 


Spice 


Volume of fresh als , 
in cubic fect per 
minute , for each 
person likely to 
use the room at 
any one time 


IO 


IS 


Rooms ( other than rooms in category C ) 

in dock houses above the upper or 
ghelter deck – 
( 1 ) outside rooms (other than rooms 

adjoining machinery casing ) . 
( 2 ) Inside toong and rooms adhoining 

machinery casing 
Rooms ( other than rooms in category C ) 

in side -to -side superstructures above 
the upper or shelter deck : 
( 1 ) outside rooms (other than rooms 

adjoining machinery casing ) 
(2 ) inside rooms und rooms adjoining 

machinery casing . 


12 


= 


tr 


Mess rooms, smoking rooms and re 

creation rooms (in cach case above the 
upper or shelter deck :-- 
(1 ) not adjoining machinery casing 
(2) adjoining machinery casing . 
Passageways adjoining machinery 

casings 


25 (a) 
25 (a ) 


CH 


Rooms in tween decks ( including shel 

ter tween decks ) of ships propelled 
by Internal combustion machinery - 
(1) Rooms clear ofmachinery casing . 
(2 ) Rooms abreast of but not adjoining 

machinery casing 
( 3 ) Rooms adjoining machinery Casing 

( other than moss rooms, smok 

ing rooms and recreation room ) . 
( 4 ) Mess rooms, smoking , rooms and 

recreation rooms ( in each case 
adjoining machinery casing) . 


Rooms in tween decks (including shelter 

tween decks ) of steamships — 
( 1 ) Rooms clear of machinery casing . 
( 2 ) Rooms abscast of, but not adjoining 

machinery casing 
Rooms immediately above ma 
chinery casing or abreast of and 
adjoining machinery casing ( other 
than mese rooms, gm oking roçms 
and recreation rooms) , . 


( 3 ) 


18 
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- TV 


- 


( 4 ) Mess rooms, smoking roc ma 210 

recreation rooms (in each case 
adjoining machinery casing ) 


20 


30 ( ) 


(a ) Whatever the number of persons likely to use the room at one time, the total volume 

of fresh air per minute shall not be required to be such as would result in more than 

20 fresh air changes per hour. 
(6 ) Whatever the number of persons likely to use the room at any one time, the total 

volume of fresh air per minute shall not be required to be such as would result in 
more than 25 fresh air changes per hour. 


TABLE II 


Category 


Space 


Fresh air changes per hour 
Supply 

Exhaust 


Gallcys 


· 20 (c ) (d ) 


40 (d ) 


Sanitary accommodation , 

drying rooms and pantries . 10 


Wards in permanent hospitals 


IZ 
or such greater number as 
would result in the supply 
of not less than 50 cubic 
feet of fresh air per minute 
for each bed in the room . 


Dry Provision store ruoins 


. Not less than 10 ( e ) and not 

inure than 20 


( c ) 15 . if at least two sides of the galley are exposed to the weather. 
( d ) The Central Government may exempt any ship from these require 

ments to the extent that it is satisfied that compliance therewith is 
unnecessary by reason of the insulation of the equipment in the 

galley , or by reason of the size of the galley . 
( e ) Şubject to the provision of rule 29 (4 ) . 


SECOND SCHEDULE 
[ See rules 7 ( 2 ) and 8 ( 3 ) ] 

Deck Sheathings 
1. The material referred to in sub - rule ( 2 ) of rule 7 and sub - rule ( 3 ) of 
rule 8 of these rules ( in this Schedule referred to as the material ) shall 
comply with the following requirements : 

( a ) Foothold . 

The material, whether wet or dry , shall provide a good foothold . 
(b ) Thermal Insulation . 
( i ) If the material covers a deck exposed to the weather it shall pro 

vide thermal insulation not less than that provided by a wooden 

deck 21 inches thick . 
( ii) if the material covers any other deck , it shall provide a warm and 

comfortable surface . 
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(c ) Fire Resistance. 
The material shall be such as will not readily ignite in the position in 

which it is laid . 
( d ) Water Absorption . 
The material shall be such that, after being immersed in water for 

a period of 48 hours the moisture content of the material will not 
exceed 7 per cent. of its dry weight. The Central Government may 

exempt any ship from the requirement of this sub - paragraph . 
( e ) Adhesion 
The material shall be so laid as to adhere closely under all conditions 

of service to the surface on which it is laid . 
( f) Non -Corrosion . 
The material shall not contain any substance which may cause corrosion 

of the deck on which it is laid , unless the deck is effectively pro 

tected from corrosion by a coating applied for that purpose . 
( g ) Danger to Persons. 
The material shall be such as will not produce any injurious effect 

upon persons who may come in contact with it . 
( h ) Resistance to Wear and Weather . 
The material shall be sufficiently hard and strong to withstand all 

conditions of service and shall be sufficiently Hexible to prevent 
cracking under those conditions. 


2 . If the material is laid in a permanent hospital, it shall be material not 
ilkely to be damaged by surgical spirit or other liquids which may be used in 
the hospital. 


3 . If the material is laid on the crown of an oil fuel tank , the material shall 
be such that if it is immersed in fuel oil for a period of 24 hours at a temperature 
of 150°F , the weight of the material will not increase by more than 1 per cent 
and the material will not be penetrated by the oil. 


THIRD SCHEDULE 

[ See rule 7 ( 2 ) ] 
Insulating Material for the Underside of Decks 
The insulating material referred to in sub -rule ( 2 ) of rule 7 of these rules 
( in this Schedule referred to as " the material " ) shall comply with the following 
requirements : — 

( a ) Thermal Insulation, 
The material shall provide thermal Insulation not less than that pro 

vided by a wooden deck 24 inches thick , 
(b ) Fire Resistance . 
The material shall be such as will not readily ignite in the position in 

which it is laid . 
( c ) Adhesion , 
The material shall be so laid as to adhere closely under all conditions 

of service to the deck under which it is laid . 
( d ) Non - corrosion . 
The material shall not contain any substance which may cause corto 

sion of the deck under which it is laid , unless the deck is effective 
ly protected from corrosion by a coating applied for that purpose. 


FOURTH SCHEDULE 
[See rule 15 ] 

Marking 

PART I 

Markings for Sleeping Rooms 
Certified for ( * ) scamen . 
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PART II 
Markings for Spaces other than Sleeping Rooms 
Certified for Chief Officer († ) . 
Certifed for Officer . 
Certifed for Petty Officer . 
Certified for Apprentices. 
Certified for Crew . 

( * ) There shall bere be inserted the maximum number of seamen who may 
be accommodated in the room in accordance with these rules. 

( t ) In the case of a room intended for the sole use of any other officer the 
rank of that officer shall hereby substituted , 

[No. 30- M .L . ( 17 ) /60. 1 
S. K . GHOSH , Dy. Secy. 
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